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Introduction 



The 1993 sessionoftheGeneral Assembly consid- 
ered a record 2,904 bills ?M resolutions, with more 
than l,500being passed by both houses and sq3proved 
and signed by the Governor. 

Approximately 1 50 of the items pertained directly 
or indirectly to hi^er education in Virginia The 
measures included a number of requests for studies in 
which the Council of Higher Education will dther 
participate or coordinate. 

This was animpoitantle^slativesessionforhigher 
educationastheDdegates and SenatorswTestied with 
how to accommodate an additional 65,000 students in 
the next few years with little or no additional funding 
and how to combat double-di^ tuition increases that 
have made Wginia' s colleges and universities some of 
the most expensive in the country. 

As directed by the 1992 Appropriations Act, the 
Council presented the General Assembly with a re- 
structuring report s aggesting ways to b^n handling 
the expected influx of students. The report aiso dis- 
cussed such topics as ways to streamline administra- 
tion, putting more enphasis on teaching, and finding 
more and better uses for technology, both in and out 
of the classroom. 

The 1993 General Assembly approved a number 
of pieces of legislation related to academic issues, 
technology, budget issues, workforce and literacy 



issues, and others. In addition, the General Assend)ty 
considered bills related to licensure requirements and 
preservation of historic areas. The General Assembly 
also will continue its efforts to increase the number of 
health care workers by approving several measures 
related to health care that ^jre relevant to higher 
education. 

Halfway throughthe 1992-94 biennium, theGov- 
emor and the General Assembly amended the budget 
to reflect what they felt were fiinding priorities for 
higher education in the Commonwealth. Included in 
the amendments were &culty salary increases, addi- 
tional student financial aid ^n^opriations, additional 
flindsforthecommunitycoU^esto handleenroUment 
jgrowth, and the authority for institutions to raise 
tuition and fees to pay for initiatives related to the 
report from the Commisaon on the University of the 
21st Century. 

What follows is a summary of the 1993 General 
Assembly Session. The first section ofifers a summary 
of House and Senate Bills that were approved and 
pertain to higher education. 

The second section lists and describes a number of 
House a»id Senate study resohitions that the Council is 
involved in or has an interest in following. Finally, this 
report contains a section that presents a summary of 
the budgetary issues and fiinding levels asa result of the 
1993 session. 



Higher Education Related Legislation 



Requirements for Certified Public Accountants 
(House Bill 1273) 
Patron - Cranwdl 

Requires the Board of Accountancy to admit for 
examination anyone holding a bachelor's degree in 
accounting fiiom any institution, coll^ or university 
that at the time was accredited by an accrediting 
organization recognized by the United States Secre- 
tary of Education. 

IJcense to Practice Qinical Psychology 
(House Bill 1912) 
Patron - Cunningham 

This bill delineates the educational and clinical 
prerequisites needed to acquire a license to practice 
clinical psychology. Also, the Board ofPsychology is 
given the authority to grant ten^oraiy licenses to 
residents in clinical psychology. 

Preservation of Historic Areas 
(House Bill 2081) 
Patron - Bloxom 

Provides that archaeological sites are historic, 
should be considered in the comprehensive plan when 
suchplanisreviewed evety fiveyears, andareinchided 
in local governments' authority to preserve historic 
areas. 



SniDKM ISSIJKS 



Sale of Grain Alcohol 
(House Bin 1639) 
Patron - Connally 

This bill prohibits the sale of grain alcohol by 
government stores except for industrial, commercial. 



ormedicaluse. This was one of the recommendations 
made by the Governor's Task Force on Substance 
Abuse and Sexual Assault on CoU^e Campuses and 
was deagned to help to decrease availability of this 
product to students on the college and urdversity 
campuses across the Commonwealth. 

Amounts of Public Assistance 
(House Bin 1502) 
Patron - MeKdn 

Thistnll will allowrecipientsofpublic assistance to 
establish one savings account of up to $5,000 for 
educational expenses and purchase a primaiy home 
without a penalty in the calculation of the amount a 
family is able to contribute to a child's educational 
expenses. 

Virginia Guaranteed Assistance Program 
(House BUI 1790) 
Patron - Diamonstein 

This bill requires that students seeking renewal of 
grants from the Vir^a Guaranteed Assistance Pro- 
gram maintain at least a2.0 grade point average on4.0 
scale . The bill also clarifies that eli^le students must 
be enrolled in or accepted for enrollment in any public 
institution of higher education. 

Participation in Higher Education Programs 
(House Bin 2173) 
Patron - Wagner 

This bill, designed to promote greater racial dh^- 
sity in Virginia's public colleges and universities, 
prohibits restricting participation in state-supported 
financial aid or other higher educationprograms based 
on race or ethnic background. This tnll vill affect 
several programs that currently include only Afiican- 
Americans. 
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EUgibilityforln StaU Tuition 
(Senate BiO ?S2) 
Patron -Walker 

This bill repeals the sunset clause that would have 
ended the eligibility of militaiy dependents for in-state 
tuition. 



III ALI II ( VRKISSI KS 



Scholarship for Nursing Students 
(House Bin 2281) 
Piitron - Connally 

This bill estabUshesa nursepractidoner/nursemid- 
wife scholarship program. The awards are offered to 
certain students who agree to rq)ay the Common- 
wealth bypracddnginViigini^Vsniedicallyu^ 
areas. 

Professional Counseling 
(Senate BiO 611) 
Patron - Schewel 

This bill revises certain definitions related to pro- 
fessional counseling in the Commonwealth. These 
new definitions modernize the scope of the practice of 
professional counselors to reflect the current trends 
and practia^^. 

Licensure of Acupuncturists 
(SeniiteBiD 1003) 
Patron - Saslaw 

This bill removes the expiration date of June 30, 
1 993 , fi-om the proviaons which require the Board of 
Medicine to license those who are not doctors of 
medicine, osteopathy or podiatry as "acupunctur- 
ists." In addition, the definition of acupuncture is 
struck and replaced by a definition of the practice of 
acupuncture. 



Continuing Education for Hygienists 
(Senate Bin 1005) 
Patron « Early 

TUs ixli directs the Board ofDentistry to promul- 
gate r^^lations that will require the completion of a 
minimum of IS credit hours of continuing education 
each year fi)r the renewal or reinstatement of a dental 
hygienist license after March 1, 1995. 



TIX IINOIXKiV issi r.s 



^technology Research Park 
(House Bin 1988) 
Patron-Hall 

This IhII creates a state authority, in Richmond, 
whose purposeis to advancescientificand technologi- 
cal research and development among public and pri- 
vate entities. The Authority is to be governed by a nine 
member board including the president of Vir^a 
Commonwealth University, mayor ofRichmond, and 
the Secretary of Economic Development. The 
Authorityspowersaretoincludetheissuancecfbonds. 

Center For Innovative Technology 
(Senate Bin 532) 
Patron - Andrews 

The 1992 Appropriations Act mandated a special 
review of the Center for Innovative Technology and 
this bill incorporates the recommendations made as a 
result of that review. In additiori, the Committee that 
did the review is directed to develop a plan that will 
provideguidancefornmimizingtheCemer^sRlatiai 



WORKIORC K/LITKRAC^ 'ISSl i:S 



Adult Education^ Literacy, & Training 
(House Bin 2169) 
Patron - Diamonstein 

(Same as SB 994) Thisbill establishes the Virgjnia 
Advisory Council for Adult Education, Literacy, and 
Training. The Council is designed to provide for an 
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integrated, multi-agency ^proach to delivering qual- 
ity adult education, literacy, and trailing services; 
maximum diversity of such programs, services, and 
philosophies; and coordination and nx)nitoring of 
these programs throughout Virginia. 

Workforce 2000 Advocacy Council 
(Senate Bm 989) 
Patron - Schewel 

(SameasHB2214)ThisbiUcodifiestheWorkforr5 
2000 Advisory Council, originally ^)pointed in 1991, 
as a temporary coU^al body within the executive 
branch. The Council is charged with promoting and 
implementing the recommendations for strengtfiening 
the Commonwealth's 21st Century Workforce con- 
tained the 1992 report issued by the Governor's 
Advisory Committee on Workforce 2000. 

Budnes^Education Partnership Program 
(Senate Bin 990) 
Patron - Schewel 

(Same as HE 2213) This biU establishes the Vu- 
giniaBusiness-EducationPartnershipProgram within 
the Office ofthe Secretary ofEducation. The program 
is deagned to expand buidiiess involvement in public 
education and workforce training and to promote 
strategic education reform partnerships in support of 
world dass education. 



Hri)(;n issiiKs 



Higher Education Institutional Bond Act 
(House BiU 1251) 
Patron -Smith 

(Same as SB 55 1) This bill authorizes the issuance 
of revenue bonds in the amount of $ 1 10,375,000, plus 
the cost of issuance, for capital projects at certain 
institutions ofhigher education in the Commonwealth. 



Biennial Budget Estimates 
(House BiU 2163) 
Patron - Miller 

This bill requires that all state agencies submit an 
estimate of the amount that will be needed for the two 
succeeding bieniual periods. 



OniKKS 



World Trade Alliance of the Blue Ridge 
(House BUI 1397) 
Patron - Cranwell 

This bill establishes the World Trade Alliance of 
the Blue Ridge to focus on the strengths and needs of 
the region tiu-ough a number of different trade pro- 
grams, includingintemational tradeconferences, trade 
missions, mentor programs, student work placement, 
and a trade data base. 



Blue Ridge Regnal Education & Training 
(House Bin 1799) 
Patron - Finney 

ThisexpandsthedutiesoftheBlueRidgeR^onal 
Educational and Training Council to inchide develop- 
ment of incentive programs for school systems, pro- 
motion and expansion of apprenticeship training, and 
theformulationofamodel student volunteerprogram. 

Virginia Retirement System 
(House Bin 1987) 
Patron -Hall 

This bill it^creases from two to four years the 
number of years of service which may be purchased by 
Virginia Retirement System members for a leave of 
absence for educational purposes or for temporary 
employment with the General Assembly. 
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Higher Education Related Studies 




Higher Education Restructuring: 
Staffing Productivity & Curricular Change 
(Appropriations Act - Item 151) 

The State Council of Higher Education and the 
colleges and universities shall continue to discuss 
staffingproductivityandcurriailarchangesinVlr^nia's 
public colleges and universities. AfierMconsultation 
between the collies and universities and the State 
Council, the collies and universities and the State 
Council shall submit reconunendations to the Gover- 
nor and the General Assembly. Due: Unspecified. 

Medical Education 
(Appropriations Act - Item 166 & Item 586) 

TheStateCouncil ofHigherEducation shall report 
to the Governor and the Seaetaiy of Education on 
possible fiscal policies and other forms of incentives to 
stimulate the production of additional primary care 
physicians, and to increase the utilization of primary 
care physicians and residents in thedelivery of services 
by the two university hosptals and theMedical College 
of Han^ton Roads. The report shall be prepared in 
cooperationwiththethreemedical schools, two teach- 
ing hospitals, and the Joint Commission on Health 
Care. The report should include reconunendations for 
furding of undergraduate and graduate medical edu- 
cation programs, and recommendations on graduate 
medical education costs to be paid by the hospitals and 
changes in the composition of residencies to imple- 
ment the primary care initiatives identified by the three 
medical schools. Due: October 1, 1992. 

Graduate Education 
(Appropriations Act - Item 151) 

TheStateCouncilofHjgherEducationshall report 
on current policies, objectives and support for gradu- 



ate educationintheCommonwealth, andmakerecom- 
mendations for support and improvement of graduate 
^ducationinthefiiture. Thereport shoulddisousssuch 
issues as the funding of graduate education as wdl as 
incentives for attracting graduate students, e^)ecially 
minoriti^and v/omen, intoand preparing themforthe 
teaching profession. The repent should address issues 
such as financial stability, graduate assistant benefits, 
costsofresearchhours, residencyrcquirements, gradu- 
atestudentindusionininstitutionalgovemance, gradu- 
ate program review, the ddivery of graduate instruc- 
tion, and other matters deemed rdevant by the Coun- 
cil. Students, feculty, and others interested in graduate 
education should be involved in compiling this report 
The Council should make budget recommendations 
for improving graduate education as ^propriate. 
Due: to the Governor and Seaetary ofEducation, by 
Ortober 1, 1993. 

Research andPuhUc Service Centers 
(Appropriations Act - Item 151) 

It is the intent of the General Assembly that direct 
general fimd support of special purpose research 
centers and projects in higher education not be contin- 
ued indefinitdy, and that institutions of higher educa- 
tion nrK>ve as quickly as possible to secure sponsored 
supportofsuchacdvities. The State Council ofHig her 
Education shall identify all instances where general 
fimd support is provided for such center and projects, 
shall evaluate the effectiveness and productivity of 
suchcentersinfiutheringstateinterests and objectives, 
and shall recommend to the Governor and the General 
Assembly such modifications in appropriations and 
fiindingpoliciesasit deems appropriate. Due: October 
1, each year. 

Funds for Excellence 
(Appropriations Act - Item 155 ) 

Beginning with the 1994-96 biennium: 

1. No more than 10 percent of the annual amount 

available for distribution shall be awarded to any one 



ERLC 



5 9 



four-year institution, any one two-year college, or any 
one community coU^e. 

2. To be digl)le for an award, an institution must 
provide an appropriate cash or in-kind matclt 

3. Awards shall be made only to carry outinnovative 
approaches to undergraduate educatioa Studies or 
projects designed to carry out central policies for 
higher education should be funded from the Stale 
Council's operating budget. 

4. Requests to fund computer equipment shall docu- 
ment why currait equipment cannot be used for the 
proposed project and document that no other source, 
public or private, is available to supply or finance 
computer eqiiipment. 

The State Council ofHi^er Education shall submit 
a report listing each project funded in the prior bien- 
nium, the source of funds, and the extent to which each 
project has been replicated among ttie institutions or 
has otherwise contributui to innovation in under- 
graduate higher education. The October 1993 report 
would coverprojectsfimded in the 1990-92 bienniunt 
Due: Chairman of the House Appropriations and 
Senate Finance Committees, be^nning October 1993, 
and every two years thereafter. 

Instructional Equipment 
(Appropriations Act) 

Since 1987, funding hasbeenprovidedthroughthe 
HigherEducationEquipmentTrustFundtoVirguiia's 
colleges and universities to address deficiencies in 
eleven academic disciplines, including obsolete equip- 
ment. These disciplines, for which deficiency studies 
have been completed, use approximatdy 80 percent of 
the equipment. In preparation for additional equip- 
ment allocations during the 1994-96 biennium, the 
State Council ofHigher Education shall identify tiiose 
academic disciplines with obsolete equipment and 
other instructional equipment needs. Due: Secretary 
ofEducation. 



CHnch Valley College 
(Appropiiadons Act-Item 163) 

The Univeraty of Viiginia shall review tiie aca- 
demic support, student services and institutional sup- 
port service needs and resources of Clinch Valley 
College to identify how those needs can be efiSdentfy 
and effectively noet ThereviewshaUincludeconsider- 
ation of the greater use of telecommunications and 
resource sharing between the university and the col- 
lie. In preparing its report, the university may draw 
upon the expertise of apinx)priate state agencies, 
including the State Coundl of Higher Education, and 
those agencies shall cooperate as requested. 



The University of Virginia shall update the Cam- 
pusMasterPlanforClinch ValieyCollege, evahiateall 
utilities and conduct and environmental impaa study. 
Due: University of Virginia's Board of Visitors, the 
Governor, and the chairmen of the House Appropria- 
tions and Senate Finance Committees by November 
15, 1993. 

Veterinary Me£cine - Equine Mescal Center 
(Appropriations Act-Item 175) 

The Vir;^nia-Maiyland Regional College of Vet- 
erinary Medidne is directed to study and develop 
recommendations regardingtheactivitiesandfinandal 
resources of the Equine Medical Center. The study 
shall be devdoped in coiyunction witii the State of 
Maryland, and other parties involved witii the fiitureof 
the center Due: State Council ofHigher Education 
shall make recommendations to the chairmen of the 
House Appropriations and Senate Finance Commit- 
tees by August 1, 1993. 

Norfolk State University 
(Appropriations Act-Item 228) 

It is the intention of the General Assembly that 
Norfolk State University continue to plan to offer 
doctoral degrees in disdplines that are in hi^ demand 



and do not unnecessarily duplicate programs already 
offered in Virginia. Included in this appropriation is 
$52,059 from the general fond and $59,393 from the 
nongenerai fiind in 1993-94 to support this planning. 
The State Council of Higher Education is directed to 
assist Norfolk State Univeraty in its planning to 
strengthen the university. Due: Unspedfied. 

Community College Campus in Norfolk 
(Appropriations Act - Item 157) 

The Virg^niaComnuinily CoU^e System is autho- 
rized to plan for a Tidewater Community College 
campus in Norfolk. The campus shall be devdopfd in 
space leased from the city. The Virginia Community 
College System, Old Dominion University and Nor- 
folk State University shall develop plans for: 

1 . Curricula to be offered at the new campus; 

2. The sharing of &cilities and Acuity; 

3. Administrative systems, including registration 
that minimize cost and complexity for students; and 

4. Provisions for convenient student transfer from 
the community college toeither of the senior institu- 
tions. 

These plans shall be submitted to the StateCouncil 
ofHigher Education for review and approval, and the 
Council shall makerecommendations to theGovemor 
and the General Assembly prior to the 1994 session 
regarding program planning and financing. 

* * * * 

This iteminchidesS 100,000 fromthegeneralfimd 
in the second year to be paid to the City of Norfolk to 
support planning by the City ofNorfolk for a Tidewa- 
ter Community College campus in downtown Nor- 
folk. Due: to the State Council ofHigher Education, 
December 1, 1993 



Items AssisifiecLSolcly or 
l*rcdominaiitly to the C ouncil 



Campus Security 

(HJR513) 
Patron: Puricey 

The State Council ofHigher Education shall exam- 
ine the need to enhance security policies and proce- 
dures at the Commonwealth's public institutions of 
higher education. In conducting its study, the State 
Council shall review anuxig other thii^ campus 
security andinformationdisclosure policies, and work- 
ing arrangements Avith local law-enforcement agen- 
cies; the need for any additional campus security 
personnel; institutional compliance with state and 
federal crime statistic disclosure requirements; and 
other issues and considerations it deems appropriate. 
Due: to the State Council of Hi^er Education, 
December 1, 1993. 

Case Management 

(HJR577) 
Patron: IMamonstein 

The Secretary of Education is requested to direct 
the State Council of Higher Education to conduct a 
feasibility study to explore development and expan- 
sion of programs for case management skills. Cur- 
ricula are to be devdoped for varied postsecondary 
levels, including the community college system, and 
should be accessible statewide. Due: the feaability 
study- July 1, 1994 and recommendations to the 1995 
General Assembly. 

Commemoration of Martin Luther King, Jn 
(HJR634) 
Patron: Robinson 

The State Council of Higher Education is re- 
quested to assist the MartinLuther King, Jr. Memorial 
Commission in detennining the type and extent of the 
commemoration of the life and accomplishments of 
Dr. Martin Luther King, Jr. at public and private 
institutions of higher education. The Council is re- 
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quested to survey the institutions to solicit such infor- 
matioa Due: November 1, 1993 totheMartinLuther 
King, Jr. Memorial Commissioa 

Discredomay Aid 
(HJR639) 
Patron: VanLandingham 

The State Coundl of Higher Education is re- 
quested to reviewtheuseof discretionary aidfiindsfor 
undergraduate and graduate study and the placement 
ofthe Equal Education OpportunityUnit Due: 1994 
SessionoftheGeneral Assembly. Note: SeeHJR638 
for rdated legislation. 

Financial Aid for Youth in Foster Care 
(SJR322) 
Patron: Lucas 

The State Coun dl of Higher Eduq ^ti^n is re- 
quested to study tlia teastbility of establishinga college 
financial aid program for youth in foster care. The 
study shall include development of an in:q)lementation 
plan and cost estimates. Due: November 1993 to the 
Senate Committee on Education and Health. 



Items with Limited ( 'ounciUnvolvemcnt 



StraL^ Plan for Science and Technology 
(HJR390) 
Patron: Ball 

A science and technology task force is to be 
established to report on the status of the 1983 task 
force recommendatio.^ and to coordinate the devel- 
opment of a statewide ;;trategic plan for science and 
technology. The task force shall be con^sed of 
twenty-three members representing the Vir^a Gen- 
eral Assembly and state and bcal government, re- 
search, university and business leaders in the fields of 
technology and science. 

Among the issues to be examined shall be the 
creation of a permanent council, on science and tech- 
nology and its role in the strategicplanningprocessfor 



the economic devebpment of the Commonwealth. 
The Center for Innovative Technotogy, the Depart- 
ment ofEconomicDevdopment, andthe StateCoun- 
oil of Higher Education shall provide such technical 
assistance as the task force deems necessary. Due: A 
preiiminaiy report to the 1 994 General Assembly and 
a final rq)ort to the 1 995 Get ieral Assembty. 

ChMSupport After the Age ofMfgorHy 
(HJR485) 
Patnm: Crouch 

The I^vision of Legislative Services is directed to 
stucfy diild suH)ort after the age of majority. The 
Divi^on shall compile and review existing laws on the 
issue» induding ^se of other states; identify and 
analyze constitutional and jurisdictional issues, and 
public policy considerations; detennine the number of 
children >^ potentially would be affected over the 
next four years; and review any other rdated issues 
necessaryforacompleteconsiderationofthecoiicq>t 

TheDq>artmem of Social Services and Youthand 
F?*Trily Services^ the Bureau of Ihsunincc, the Conv 
missiou on Youth and the State Coundl of Hi^er 
Esiuca^QDshallprovidesuchtechnicalassistanceupon 
request in the manner deemed appropriate by the 
Diviaon. All other agendes of the Commonwealth 
shall provide assistance as may be necessary upon 
request by the EKvi^cm. 

Implementation of this resolution is subject to the 
subsequent approval and certification by the Joint 
Rules Committee. The committee may withhold ex- 
penditures or delay the period for the conduct of the 
study. Due: House andSenateRules Committee prior 
to the 1994 General Assembly session. 

Learning in Redrentent 
(HJR568) 
Patron: Plum 

The State Cound 1 of P^eher Education, the Vir- 
ginia Community College System, and the 
Commonweahh's institutions of higher education are 
encouragedto supporttheestablishmcntori^eaming 
in Retirement'' institutes and organizations. 
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The governing boards of the Commonwealth's 
institutions of higher education are encouraged to 
provide lists of qualified personnel, consistent with 
statutory provisions and institutional policies, on their 
re^jective campuses who may be contacted by inter- 
ested parties to initiate discussions on the possibility of 
establishingthesemembership-drivenleaming organi- 
zations. Due: Not Applicable. 

Promote Research and Technology in the Area of 
Physical and Sensory DisabUity 
(HJR643) 
Patron: Van Landingham 

The Dqpartment of Rehabilitative Services is re- 
quested to create a Consortium on Disability Training 
and Research to identify coUaborative solutions to 
system barriers in training a/id research among col- 
leges and universities, service agencies, and consumer 
groups. Membership on the consortium should in- 
clude academic and research administrators of doc- 
toraldegree-grantinguniversiti&s; state agency admin- 
istrators ^Tom the Departments of Rehabilitative Ser- 
vices, 01 Mental Health, Mental Retardation and 
Substance Abuse Ser/ices, ofEducation, fortheDeaf 
and Hard-of-Hearing, and for the Visually Handi- 
capped, and from the State Council ofHigher Educa- 
tion, Virginia Community College System, andBoard 
forPeoplewithDisabilities;andarepresentativeofthe 
Virginia Interagency Coordinating Council and the 
Virginia Association of School Coimselors, a d Con- 
sumer representatives from the Disability Service 
Council and the Virginia Family Advocacy Networic, 
andother similar councilsandnetworks, and Virgo's 
University AfiBliated Program (VIDD). 

The Consortium on Disability Training and Re- 
search should seek input from working coalitions on 
training and research that include consumers, college 
and university faculty and researchei^, agency service 
providers, and representatives of ^propriate training 
and research institutes and centers. 

The Consortium is requested to develop criteriafor 
and advise the administering agency on priority state 
funding initiatives, use of student loans and tuition 
incentives, across-system solutions to training and 



research, leveragingofintemaiand external resources, 
the extent of personnel shortages in occupations 
serving the physically and sensoiy disabled and cre- 
ative ways to address such shortages, particulad^ in 
public sector employment, ways to ensure that cultur* 
ally competent services areavailable, and evaluation of 
innovative across-agency/across-department ap- 
proaches to training and research. 

The Department will provide staff support 
Consortium onDisability Training and Research. The 
Consortium shall be convened by July 1, 1993. Due: 
1995 General Assembly Session. 

Training in Identification & Treatment of 
SexualAbuse 

(SJR339) 
Patron: Howdl 

Certain state agendes are requested to develop a 
certification plan for providers of treatment to sexual 
offenders and to nudy the need for training in the 
identification and Leatment of sexual abuse. The 
agencies shall be requested to perform the following: 

1. The State Council ofHigher Education and the 
Virginia Community CoU^e System are requested to 
study the need for the identification, causes, conse- 
quences, and treatment of sexual assault in profes- 
sioruil education programs for currently licensed axd 
certified, and fixture practioners of psychiatry, psy- 
chology, professional and other counseling, social 
work, and p^chiatric mental health specialty nursing. 
The Council and the VCCS are requested to consult 
with all rdevant public and private agendes in docu- 
menting and meeting the need for such programs. 

2. The Department of Health Professions is re- 
quested to devdop a plan for the certification of 
providers of mental health and counseling services to 
sexual assault victims and offenders. The plan for 
certification shall include: (i) appropriate statutory 
changes required to accommodate ^e certification 
process; (ii) proposed regulations for the inplementa- 
tion of the certification program, including all require- 
mentsforcertification; (iii)ainechariismforthephased 
implementation of the certification fxogram; and Qv) 
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asystem to evaluate the efifecdveness and utilize 
the certification program at the end of five years to 
determine the n^ fi^r its continuatioa The Depart- 
:i:ent is requested to develop the plan in consultation 
Avith the relevant regulator;^ boards and other appro- 
priate publicand privateagencies. Due: 1994 General 
Assembly Sessioa 

Education of Primary Care Physicians 
SJR122 
Patron: Holland, C.A. 

The Medical College of Virginia, the Medical 
CoUege ofHanq)ton Roads, and the School of Medi- 
cine of the University of Wginia in cooperation with 
the State Council of Higher Education, are requested 
toemphasize the educationof primary carephy^dans. 
Due: to the Commission on Health Care for All 
Virginians, Dec. 1, 1992. A report on the progress is 
to be made by Dec. 1, 1993 - 1995. 



Itenis of Interest That Do Not 
Involve the ( ouncil Directly 



Strategic Plan for Economic Development 
(HJR389) 
Patron: Ball 

The Secretary of Economic Development, in col- 
laboration with key government, industry, business, 
education, and community leaders, is requested to 
establish a strat^c planning process and prepare a 
strategic plan for economic development in the Com- 
monwealth Due: 1994 General Assembly Sessioa 

AU PhilpottSouthside Economic Development 
Commission 
(HJR412) 
Patron: Bennett 

The AX. Philpott Southside Economic Devdop- 
mentCommission shall be continued forone additional 
year, to meet no more tiian twice to monitor the 
implementation of its recommendations and to serve 



as a resource for the Southside Business and Educa- 
tion Commission, the Southside Vir^ia Marketing 
Council, and the Southside Virginia Development 
Authority. 

TheCommissionshallbeassistedbytheCenterfor 
Public Service at the University of Virgjlnia and the 
Divisaon ofl ^islative Service. Due: Any additional 
findings by the 1994 General Assembly Sessioa 

Racism and Cultural Insensitivity 
[HJR 463 (same as SJR228)] 
Patron: Almand 

The Council onHumanRights, assistedbyNoiifolk 
StateUniversityandVirginiaCcmnonwealtiiUniver- 
sity, shall study the impact of racial and cultural 
insenativity on violent crime. The study shall include, 
but not belimitedto, the determinationofQ) the extent 
oftheimpactofraceanditseSectonviolentcrimesuch 
as hate crime, (n) differences in the crinmal justice 
re^nse to victims aiui offenders based on race or 
ethnicorig^aiidOii)theimp«c*ofracismonhousing, 
job opportunities, economic development, heahh, and 
education and the resulting impact on violent crime. 
Due: 1994 General Assembty Sessioa 

Reading Recovery Program 
(am 470) 
Patron: IXamonstein 

The DqDartment of Education is requested to 
study the feasibility and ^ropriateness ofin^lennent- 
ing a reading a Reading Recovery Program as a 
statewide prevention effort to' reduce illiteracy in the 
commonwealth. 

All agencies of the Commonwealth shall, upon 
request, assist the Department in the conduct of its 
study. Ir» conducting its study, the Department shall 
consider, among other things, recent studies assessing 
the effectiveness of the Reading Recoveiy Program; 
the identification of particular institutions of higher 
education in the Commonwealth as possible teacher 
training sites; and the potential fiscal impact of imple- 
menting thisprogram in Virginia, indudingmethodsof 
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funding tuition for instructional training and the estab- 
lishment of training centers at designated colleges and 
universities. Due: 1994General Assembly Session. 

Biotechnology Research Act 
(HJRS16) 
Patron: Hall 

The Secretary of Economic Development is re- 
quested to initiate a study to determine the fea^bility 
and operational components of abiotechnology regu- 
latory firameworic and nxxiel legislation for a biotech- 
nology research act in Vir^nia. 

The Umversity of Vir^nia, Vir^nia Common- 
wealth University and ViIg^lia Polytechnic Institute 
and State University shall provide necessary support 
staff for the purposes of this study. 

All agencies of the Commonwealth shall provide 
reasonableassistanceattherequestofthe Secretary for 
the furtherance of this study. The Secretary may 
include partidpation by other interested individuals 
during the study. Due: to the Governor, General 
Assembly, and the Chairmen ofthe House Appropria- 
tions Committee and the Senate Finance Committee 
by the 1994 General Assembly Sesaon. 

Workforce Leadership Council 
(HJR563) 
Patron: Harris 

The SecretahesofEducation,£conomicDevelop- 
ment, andHealthandHumanResourcesarerequested 
to establish a Workforce Leadership Coundl to pro- 
duce a coordinated program of workforce develop- 
ment. The Workforce Leadership Council shall over- 
see the implementation arvl evaluation of training 
programs designed to increase skill and competency 
levelsof students and currentmembersofthe workforce 
and shall implement a public information campaign to 
inform students, parents, educators, and employers of 
the urgency for critical workforce preparation for the 
21st Century. Due: 1994 General Assembly Session. 



*Tamify Friendfy'* Workplace 
(HJR581) 
Patron: Mims 

The Joint Commission on Management of the 
Commonwealth's Work Force, established pursuant 
to SJR 279 (1993), be directed to examine and 
recommend in its study '"femily fiiendl/' worlq)lace 
policies yMdx could be adopted by state agencies and 
recommended to the private sector, as wdl as recom- 
mend incentives w^di the Commonwealth could 
provide to private businesses to encourage these 
businesses to adopt similar policies. 

In the course of its study, the Commission sliall 
address eachof thefoUowing issues: (i) telecommuting 
orflexplace, whichallowsindividualsto workathome, 
often with the assistance of a personal computer and 
modem or a tdecopier, (ii) job sharing, >^^d>y two 
part-time employees share one M-time job; (yS) leave 
sharing, which benefits employees who incur emer- 
gencies, illnesses and similarcri^ situations by allow- 
ing coworkers to donatethdr leave time to assist the 
enq)loyee; C^v) dependent assistance, including dder 
law; (v) flextime, which allows employees flexitility in 
arrival and dq)arturetimes, length ofhinchbreaks, and 
workwedcs of four ten-hour days instead of the 
traditional five eight-hour days; and (vi) alternate 
career paths. Due: 1994 General Assembly Session. 

Padent Outcomes 
(HJR598) 
Patron: Mdvin 

TheJointCommissiononHealth Care is requested 
to study and develop, in cooperation with representa- 
tives from thephysician and hospital communities, the 
Medical College ofEiampton Roads, the Univeraty of 
Virginia, Virginia Commonwealth University, and the 
Virginia Health Services Cost Review Council, a plan 
for measuring and assessing patient outcomes in insti- 
tutional settings. 

The study should examine the appropriate role of 
the Commonwealth in outcomes research to include 
but not be linuted to preparing (i) a collaborative 
mecharusm between public and private research ef- 
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forts which complements: efforts already underway at 
the federal level, QS) an oversight stmcture for the 
conduct and coordination of such research, and (m) 
funding sources forthe research. The studyshouldalso 
examine the appropriate role oftheCommonwealthin 
theestablishmentofclhiicalpracticeguidelinesorcost- 
effective treatment protocols, based on such out- 
comes. Due: 1994 General Assembly Sessioa 

Workforce Tnuning 
(HJR600) 
Patron: Council 

The Secretaries of Education and Economic De- 
velopment are requested to study the feasibility and 
cost of implementing their recommendations made in 
response to HJR 86 (1992, worfcforce training in 
community colleges) and to develop an implementa- 
tion plan for the 1994-96biennium which willindude 
specific steps to achieve continuous quality in^iove- 
ment and enhanr« workforce development Due: 
1994 Genenu Assembly Session. 

Indigent Care ondMaBcal Education 
(HJR 623) 
Patron: Ball 

TheJointCommisaononHealthCare,incoopera- 
tionwiththeGovemor, is requested todevdopalong- 
tenn policy for the role of the state teaching hospitals 
and the Medical CoU^e of Hampton Roads in the 
provision of indigent care and medical education. 

Each institution is requested to complete a study 
and develop long-term policy options for its role in the 
delivery of indigent care and medical education. 

The Joint Commission, in conjunction with the 
Secretary of Education, the Secretary of Health and 
Human Resources, the Director of the State Council 
of Higlier Education, and tlie three institutions, shall 
review the studies and consider comprehensive state 
policy alternatives. Due: July 1, 1993, and report on 
long-term role of institutions is to be included in the 
Joint Commission on Health Care's annual report. 



WoHd Class Education 

(HJR 637) 
Patron: Van Landingham 

TheBoard ofEducationisrequested to support the 
incluaon of the arts in the Common Core ofLeaming 
and Plan fi)r Worid Class Educatioa Due: 1994 
General Assembly Session. 

Postsecondary Education & Training 
forACttorides 
(HJR 638) 
Patron: Van Landingham 

A joint subcommittee is to be established to stucfy 
the status and the need for academic prq)aration, 
financial aid and incentive programs to encourage 
minorides to pursue postsecondary education and 
training. The subcommittee wiQ: 

1. Determine the number of minority students in 
the public and private schools 1 2) and in public and 
private institutions of hi^er education in the state; 

2. Inventorytheacademic, intervention, mentorship, 
and remedial programs and financial aid incentives to 
increase access and afifordaUlity of postsecondary 
education and training for minorities, including 
unfiinded scholarships at state institutions; 

3. Evaluate the success of such programs to 
increasethe rateof minorities who are adnfiitted, enroll, 
arxl graduate fi-om institutions of hig^x educaticm in 
Virgirua; 

4. Assess the role and imparl of the fiunily and 
community support systems on the academicadueve- 
ment and success of minority students; 

5. Assess the academic preparation, college en- 
trance examination scores, and other college admis- 
sions and postsecondary training requirements of 
minority students; 

6. Assess the impact of such related issues as 
poverty, low expectations, lack of motivation, hope- 
lessness, guidance and counseling, tracking, and rac- 
ism on the college ^plication, admission, retention, 
graduation, and graduate education admissionrates of 
minority student; 

7. Determine the number of such students who 
require remediation, arul in what subject areas, as first 
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time entering freshnen; 

8. Evaluate the need to continue and increase the 
programs and fimding which are designed to address 
the needs of Virginia's historically black institutions, 
including &n analysisof the impact of privatization, the 
Mississippi decision, and othar federal, state, and case 
law pertaining to desegregation on these institutions; 

9. Develop specific, feasible, and appropriate alter- 
natives to preserve access and aflfonk^ility of higher 
education to minorides, and waystoimprove diversity 
and race relationships among college populations; 

10. Assess the immediate and long-term policy 
implications of die Worid Class Education Systemand 
the StateCouncilofHigherEducation's recommfinda- 
tions regarding the strengthening of admissions re- 
quirements and the reduction and elimination of col- 
lege level remedial programsontheaccess of minority 
students to higher education; and 

1 1. Consider such other related issues and offer 
recommendations as the joint subcommittemay deem 
appropriate. 

llie joint subcommittee shall provide an appropri- 
ate opportunity for the participation of all interested 
parties to express their concerns on these issues. Due: 
1994 General Assembly Session. 

Strategy for Sustainable Development 
(HJR653) 
Patron: Brickley 

The Governor, state and local oflBcials, and the 
leaders of education institutions and civic organiza- 
tions are encouraged to work together to prepare a 
Virginiastrategyforsustainable development, to serve 
as a national modd. 

Leaders in business, trade unions, educational 
institutions, youth groups, engineering, science and 
technology, faith communities, Native American or- 
ganizations, philanthropy, and supportive civic orga- 
nizations as the Qobal Tomonrow Coalition, be urged 
to participate in this endeavor, which is manifestly in 
keeping with Vir^a's acknowledged role as a na- 
tional leader in philosophy and action for effective 
governance, enhancement of iiuiivkiurl liberty and 



wdl being, promotion of economic productivity, pru- 
dent management of natural resources, and encour- 
agement of youth leadership. 

The Secretary ofEducation is requested to send a 
copy of this resolution to the presidents of the public 
and private institutions ofhigher education Due: Not 
indicated. 

Research Initiatives in the Blue Ridge Region 
(SJR92) 
Patron: Nolen 

The College of Agricultural and life Sciences of 
Virj^nia Polytechnic Institute and State University is 
requested to expand its research initiatives to establish 
new programs and innovative applications of environ- 
mental sdence, biotechnology and information tech- 
nology for the Bhie Ridge region. Due: October of 
each year. 

SchooUto-Work Transition Programs 
(SJR 183) 
Patron: Miller, Y.B, 

TheDq)artmentofEducation, in conjunction with 
the Vir^a Community College System and the 
Departments of Labor and Industiy, and Rehabilita- 
tive Services, is requested to examine the development 
and establishment of school-to-woric transition pro- 
gramsintheCommonwealth. The study shall include, 
anmng other things, a determination of i4)propriate 
means for the eariy identification and training of non- 
coUegebound students, con^derationof currentiiutia- 
th^es in VirgMa and other states, **tech-prep" and 
**two-phis-two"programs, community college woricer 
training programs, apprenticeslups, and employment 
of persons with disabilities programs. Due: 1994 
General Assembly Sessioa 

Use of State-owned Buildings and Lands 
(SJR 239) 
Patron: Cross 

Joint Legislative Audit Review Committee 
(JLARC) shall formulate a strategic plan for the 
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development and use all viable state-owned lands and 
biuldings and the di^sal of unnecessary properties. 
As part of its study, JLARC shall 0) determine the 
current market value of all property owaed by the 
Commonwealth vAidx is dther undenitilized or not 
utilized at all and Oi) recommend methodsfor disposal 
of such property so that proceeds from such disposals 
may revert to the general fund. In the course of its 
work, the Commisaon shall confer and accept recom- 
mendalionsfromthedepartmentsofGeneral Services, 
Econonuc Development and Forestry. Due: 1994 
General Assembly Session. 

PHvadzfftion 
(SJR241) 
Patron: Stosch 

Ajointsubcomnutteeshallbe established to exam- 
ine the fimctions of state government to determine 
which can be successfoUy privatized. Sudi examina- 
tion shall specifically include the foUowng: (\) infra- 
structure projects, (n) state motor vehicle fleet, Oii) 
higjiway mmntenance, (iv) welfare job placement, (v) 
solid waste fedlities, (vi) parking facilities, (vii) social 
services case management, and othas. Due: 1994 
General Assembly Session. 

TechPrqf 
(SJR257) 
Patron: Wan^ler 

The Vir]^nia Community College System, the 
Dq)artment of Educatk)n, and the local schod divi- 
sions shaD identify and use all available resources to 
implement Technical Preparationprograms across the 
CommonwealthandthatTechracalPreparationprojects 
receive high priority in future fimding deci^ons. Due: 
Not indicated. 

Americans With DisdbiMes Act 
(SJR2S9) 
Patron: Waddell 

The Department for Rights of Virpiuans with 
Disabilities is requested to conduct a study to deter* 
minecon^Uancewiththeadmiiuslrativerequirenients 
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of Trtle n of the Americans with Disabilities Act of 
1990 by state agendes and institutions, including 
hospitals, mental health facilities and institutions of 
higher education; and to study arxl develop appropri- 
ate strategies for state agendes to determine compli- 
ance witii Title n of the ADA by entities that receive 
or baiefit from state financial assistance. Due: 1994 
General Assembly Session. 



Items fmitiniied Vrom the 199'2 Session 



Tuition and Fees, 1992^94 
(Appropriations Act * Section 4-2.01) 

Th ^St^eCoundl ofHigherEducation shallreport 
to the Governor and the chairmen of the House 
Appropriations and SenateFinance Comnuttees eadi 
year on the tuition and fee charges at each public 
institution of higher education and on how each 
institution plans to utilize the additional nongeneral 
fundautiv^indudedinPart 1 ofthisact Due: June 
30, each year. 

Student Aid EJqf^mBtures 
(Appropriatioiis Act * Section 4-5.01) 

The appropriations made in this act to state insti- 
tutions of hig^ education, induding the Vir^^rua 
Community College System, within the items for 
student finsmdal assstance, may be expended for any 
one, all,oraiQrcombinationofthefoIlo^^purpo^ 
grants to undergraduate students enrolled atleast one- 
half time in a degree, certificate or difdoma program; 
grants to fiill-time graduate students; institutional 
contributions to federal or private student aid pro- 
grams requiring matdiing fimds by the institution, 
exoq)t for programs requiiingwcxic Not more than 
SO percent of an institution's general fimd ^propria- 
tion under such items shall be used to provide grants 
to graduate students. The State Coimdl of Higher 
E^gati ffn for yirprria shall annually approve each 
institution's pressed plan for the expenditures of its 
approi»iation for student finandal asastance. Due: 
June 30, each year. 
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Guarojnteed Assistance Program 
(Appropriations Act - Item 133 & Item 154) 

Department of Education 

Out of the amount for Financial Assistance for 
DrqxMit Prevention shall be paid Sl,000,000 in the 
secondyeartoestabMatleastthreepilotprpgnunsto 
inclement rea mmendations of the Workforce 2000 
Advisory Committee and the State Council ofHigher 
Education for Virginia Guaranteed Assistance Pro- 
gram related to increasing the success of disadvan- 
taged students in completinga hig^ sdhod degree and 
providing opportunities to encourage fiirther educa- 
tion and training 

The Department of Education shaO select pilot 
program sites from dibble proposals submitted to the 
Dq)artmenL For local sdK)d systems interested in 
participating in such plans, the proposals shall be 
submitted through theschool superintendent. Eli^le 
proposals must contain the following: 

L A fi)cus on early intervention, dropout preven- 
tion, and con%e-prq)aration as reconunended in the 
reports on Workforce2000andtheGuaranteedAsas- 
tance Program. 

2. Evidence ofcooperadon among local schools, 
colleges, universities^ and community groins; 

3. Evidence of coordination of programs mi 
fimdingavailablethroughProjectDiscoveiy,Dropout 
Prevention, the Virg^iiaPlanfor Equal Opportunity in 
State-Supported Institutions ofHigher Education, or 
similar sources. 

4. Evidence of private sector ooopera(ion& support. 

The Department of Education, with assistance 
from the State Council of Higher E ducation for 
Virginia, shall develop guiddines for submitting pilot 
program proposals, as well as for in^lementationand 
assessment of these frograms. These guidelines shall 
include a plan for the cdleges aiui universities to use 
availableresources to meet the financial aid ofstudents 
participating in these programs. Private coDeges and 
universities shall be encouraged to make similar com- 
mitments. 

Council ofHi€rfy>r f^^^{^^ 

Out of tlus appropriation, $250,000 in general 
fimds and $250,000 inno^general funds comprised of 



private contributions shall be allocated in ^ second 
year to be^gui the caj^talization of the ""Virginia Guar- 
anteedAssistanceFund." Thefimdshallbesq)anitdy 
accounted for by the Department of Accounts. Bal- 
ances in the find shaU automatical^ cany forward to 
succeeding fiscal years, and interest earned on fimd 
balances shall remaininthefiind. Due: June 30, 1993. 

Televised Graduate Engineering 
Appropriations Act - Items 163, 175, 192 & 196 

UVA 

Out of this appropriation shall be e?q)ended an 
amount estimated at $1,366,481 each year for the 
educational tdeccxnmumcations project to provide 
graduate en^neering educaticxi, subject to a plan 
approvpdbvthe StateCoundlofHighcrEducationfor 
Virginia. Fromthesefi2nds,theinstitutionshallpaythe 
Department oflnformationTechndogyfortnuispori- 
der and telecommunications services. 

VEI 

Out of this appropriation shall be esq^ended an 
amount estimated at $1,306,239 eadi year fi^r the 
educational tdecommumcations project to provide 
graduate en^neering education, subject to a plan 
approvedby the StateCouncflofHigherEducationfor 
Virginia, Fromthesefimds, the institution shall pay the 
Department offoformation Technology fortranspon- 
der and tdecmmuimcations sendees. 

Out of this appropriation shall be e9g)ended «a 
amount estimated at $629,257 each year fix* the 
educaticHial tdecommunicatiom project to provide 
graduate eng^Mering education, subject to a plan 
approvedbvtheStateCouncaofHigherEducationfor 
Virginia. Fromthesefiinds,theinstitutionshallpaytlie 
Department ofbformation Technology for tran^n- 
der and tdecommurucations services. 

Out of this appropriation shall be oqpended an 
amount estimated at $413,734 each year for the 
educational tdecommunicaticms project to provide 
graduate engineering education, subject to a plan 
approvedbytheStateCouncilofHigherEducariQ 
Virginia. Due: June 30, each year. 
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Higher Education Appropriations from 
THE 1993 General Assembly Session 



The General Assembly adopted amendments to 
the 1992-94 state budget that provide hi^ier salaries 
for state classified employees, college &culty, and 
public school teacher J. Jn addition, the General As* 
sembly and the Governor endorsed the following 
major increases for higher education included in the 
Governor's ori^nal 1993 amendments: 

Additional student aid appropriations of $3.7 
million (general fiind) to help institutions meet 45 
percent of student finandal need. 

An additional $3.4 mif ' ;r. (general fi^nd) for the 
Virginia Community CoDej^^ System to meet antid- 
pat^;d enrollment demands in 1994-95. 

Additional tuition and fee authcmty for 21st cen- 
tury initiatives and forinstitutions to address safttyand 
security issues and environmental and federal man- 

d'xtes. 

What follows is a summary of the major General 
Assembly actions regarding higher educatioa 



College an university faculty vnli receive an aver- 
age 3.55 percent salaiy increase, effective December 
1, 1993. This increase— the largest since 1989-90— 
will track estimated 1993*94 national salaiy increases. 
The General Assembly also added $200,000 to the 
En^ent Scholars Program, vAidi will allow institu- 
tions, in total, to meet about 68 percent of the 1993- 
94 eli^ble endowment earnings. 

State classified employees will recdve a 2 percent 
across-the-board increase on December 1, 1993. In 
addition, the General Assembly provided &nds for 



performance increases rangiiig from 225 percent to 
6.9 percent. Including the 2 percent across-the-board 
increase, the statewide average salary increase for 
classified en^loyees will be about 6.8 percent. 



Neu Instructional Kijiiipmcnt 



Colleges and universities will be able to purchase 
an additi(»ial $20 million in instructional and research 
equipment thanks to a new lease-purchase program 
^milartotheeTdstingEquipmemTrxistFundprogra^ 
The dept-service cost of the program in 1993-94 will 
bepaidfix)mageneralfi2ndappn)priationof$600,000. 
The $20 nuUion allocati(m will be used to purchase 
equipmentincomputersdence, rq)laceobsoleteequip- 
ment, and buy equipment fi^r several instructional 
technology iivtiatives. 



Ncn Kntities and Sites 



The General AssemUy added language and addi- 
tional state fimds to plan and Gq>and new higher 
education stes, including the College of Integrated 
Sdeiu:eandTechnologyatJamesMadisonlMversity 
and the CoU^ of Global Studies at Radfi^rd Univer- 
sity. Also, the General Assembfyindudedfimdsfcxrthe 
Vii^nia Connnumty CoQ^ System and the Qty of 
Norfi^Dc to plan a Norfi^Uc canpus of Tidewater 
CommunityCoUege. Other amendments provide fimds 
forthe VCCS to leaseinstmctiQnal ^>aceinMidlot}uan 
and Newport News, for si^port of the Southwest 
Virg^ Higher Education Center, and fix Clinch 
Valley College to cxpaxyi into Abingdon. 



Instructional Icchnolouy and 
( urricuhir ( h;nitic 



The General Assembly provided state fiinds to 
siq>port change in the ways instil :tion is provided to 
students.Indudedarefiindsandpcsitionsforanursing 
programatCIinchVa]l^ColIegeandthee9q>anstonof 
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OMIX)intnionUnh«aty'stelevisede^^ 
iKdogyprogFamtooommur^coQ^elocationsacross 
Soutfaside Vir^nia Vii^^ 
and positions to devdopahemativeinstiuctional tedv- 
niquesinundefgraduateiwritingcou^ Thecocmnu- 
rky colleges i^ lecdK^ fimds to plan for an allied 
healthdistanceleanui^piogran^TlieGefi^ 
bty provided planning &nds at Old IX)minionUmvw 
sity {<x a statewide televised instnicticm network and 
foe &cutty and administrative costs associated with 
deagniiiganentiretynewairTiculuniatGeorgeMason 
Uiuveraty. Norfolk State will receive fimds to con- 
tinue to plan for doctoral programs^ and a rdated 
languageamendmentsignifiestheGeneral Assembly's 
intent that Norfolk State Umver^ offer doctoral 
degrees, as agreedby^CouiicilofHig}ier£ducatk)a 
Both Norfolk State University and Vir^iua State 
University win recdve additional money for academic 
enhancements. 



I.ibran Iccllll()l()^y anil 
Adininistrati\c ( omputiiifi 



The VtrffTiisi Commumty CoH^e System will 
receive additional funds to link its libraries to one 
aiK)ther and to the libraries of four-year colleges in the 
state. ChristopherNewportUnhrersityandLongwood 
College will receive noon^ for a computer network 
and a mainframe computer, respectivdy, and the 
CoD^e of >\^l]iam and Mary will receive fimds fix 
conqxiting technical support Also, the G^ieral As- 
sembly added money to rqdace the automated library 
system at Radford University. 



I lealtii Kdiici 



Other General Assembly additions to the budget 
emphasize &nuly practice and other primary health 
care services. Ad(Utional support is provided for the 
Wkffrisi Center fix the Advancement of Generalist 
Medicine at the Uruversity of Virguiia. A lai^guage 
amendment asks the Council ofHi^ier Education to 
report on ways to iiicreasetheiuimberofprimary care 
physidaris aridresideritsby thetwouruveisityhoqn^ 
andtheMedicalCoH^eofHan^nRoads.Theduiee 
medical schoolsrecefveatotalof$3()0,000 to siq)port 
fiunDy practice residencies. 



Other 1 inulinii Increase 



In addition to the above amendments, the Geiieral 
Assembly included general fimd support fix nonresi- 
dent cadets in the UriiqueMilrtaryActhatiesPrpgrm 
at VirgHft Military Institute. The General Assemi^ 
provided $3.4 miDion to restore most of the budget 
reductions for Cooperative Extenaon programs at 
Vuffiisi Tech The General Assembfy also appropri- 
ated$9()0,0()0toprovideon5-quarteroftiiedif^^^ 
in reiodent and nonreadent tuition levels for ^xxises 
?iid dq>endents of nonresident military personnd 
stationed in VirigUa for 1993^.Thiscomp^ 
half of tiie difference^ which is provided for 1992^. 



TheGerieral Assembbr'samendmentstothe 1992- 
94 budget reduce general fimd sajppon for indigent 
care at the Medical CoQ^e of Virg^ua and the 
UniveratyofVir^ruaHospitalby $5.5 nullion. Part of 
the reduction is rdated to dianges in Medicaid fimd- 
ing, and part is t result of [xohttnting the use of state 
indigent care fiindir^ for non-Vir]^ruans. 



L;ui<iiiniic Animdnicnts 



Anurhber oflanguageamendments on policy and 
^>ecM studies are included in the General Asseii^ 
arriendments. One amendment directs t^ie Council of 
Higher Educaticxi aii\l the odU^es anduruversties to 
continue discussions ^oocmmg curricular change 
aiKl sta£Bng productivity and to wbnnt reccMnriiendft- 
tk>ns to die Governor and the General Assembly. 
Language gives additi(»ud guklance fi>r the Council's 
Funds for Excellence program arul requests Inemual 
reports on the program Other language anneiKimerits 
aixtiiorizd the Virg^ Community College System to 
plan for a Tidevvater Oxnnunity College campus in 
NcxfoQc, and for theUnh^eraty ofA^r^ma to identify 
stafBrig and resource needs at Clinch Valb^ CoU^. 

The General Assembly also agreed to language 
aiTindments offered by the Governor. These tndude 
C)undl of Hi^ier Education stmfies of graduate 
education and instiiK:Xionaleqiupn»it needs in l^^ier 
education. 
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The specific language amendments are ofifered in 
the studies section of this document. 



Ciipital Outlay 



Asaresutt of General Assend)ly amendments, the 
University of Vii^^nia and Vug^iia Tech are autho- 
rized to pursue new, altemativefinandng mechanisms 
for educational and general Polities. At theUmversity 
ofViii^nia, theDarden SchoolFoundationwiU de^gn 
and construct an academic fedlity for use by the 
Darden Graduate School ofBuaness Administration 
and will support expan^on of the school's executive 
conference center. Hie universiQr will issue up to $40 
million in revenue bonds for this project, and the 
foundation will makedebt service p^mentsforthelife 
of the issue. Further, the umveraty will lease the 
executive program facilities to the foundation at a rate 
that will cover ddbt service expenses phis operating 
and maintenance costs. 

At Vir^a Tech, the Virginia Tech Foundaticxi 
win design, construct, and finance a new educational 
and general officebuilding. Vii]^aTedi willleasethis 
new space for no more than 20 years, at whiditime the 



fad% will become statfrowned. The lease costs for 
the new &a% will be paid through the elimination of 
existing lease payments when certain administrative 
fiinctions are moved out of rented space to the new 
building. 

In addition to the these projects, the General 
AssemUy has authorized James Madison Univer^ 
andGeorgeMasonUniver^tousenongeneralfimds 
to continueplanningfortheirneweducational entities. 
James Madison will plan a houang fiuality at the new 
CoU^ of Int^rated Science and Techndogy and 
GeorgeMason will payfordesignservicesforits new 
Arlington Metro Can^us. 

Otiier institutions recdved general fiind appro- 
priations for emergency capital projects, to plan for 
newacademicorlibnay q)ace, ortoacquirelaruL The 
General Assembly also authorized several institutions 
to use norigeneral fimds to construct or renovate 
dormitories, bookstores, parking space, and research 
space^ arul to purchase land. Details of the anfitsl 
outlay projects are included in Table 6. 
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Summary of tbe 1992 - 1994 Appropri4Iions 



For budgetary purposes, the operations of an 
institution of higher education are normally sepa- 
rated into four categories: Educational and General 
Programs, Financial Assistance for General Ser- 
vices, Student Financial Assistance, and Auxiliary 
Enterprises. 

Educational and General Programs include the 
instructional, research, and public service pro- 
grams of an institution as well as the necessary 
academic support, institutional support, student 
services, and physical plant maintenance and op- 
eration 

Financial Assistance to Educational and Gen* 
eral Services include those aspect! of the Educa- 
tional and General programs which usually are 
funded from non-state sources, primarily the fed- 
eral government and private foundations. Spon- 
sored research is a major activity within this group. 



Student Financial Assistance 6mds are appropri- 
ated for scholarships and fellowships. 

Auxiliary Enterprises are operated by an institu- 
tion to provide non-educational services to the 
students, faculty, stafi^ or the general public. Typi- 
cal self-supporting enterprises are residence halls 
and food services. 

The total appropriations for all higher educa- 
tion activities include funds appropriated to non- 
higher education agencies that are earmarked for 
higher education purposes. This broad definition 
includes, for instance, appropriations to the De- 
partment of Health and to the Department of 
Military Affairs for financial aid to students attend- 
ing institutions of hig^her education. The funding 
amoimts below reflect the total appropriations for 
the 1992-94 biennium. 



1992-94 Appropriahons for 
THE Four Higher Education Categories 



Ki)i ( AiioN AM) (Jim KM. 



$4,433,254,563 of which $1,684,182,398 
(37.9%) is from the general fimd. The total 1992- 
94 appropriationfor Educational and General Pro- 
grams is 13.9% greater than the final, adjusted 
1990-92 appropriation. The general fund portion 
represents a decrease of 9.7%. 



I'inancial Assistance for Kdncational 
and (iencral Scia ices 



$789,720,777, of which $61,865,041 (7.8%) 
is from the general fund. The total 1992-94 appro- 



priation for Financial Assistance for Educational 
and General Services is 9.8% greater than the 1990- 
92 appropriation. The general fund portion repre- 
sents a decrease of 20.7%. 



Student Financial Assista 



$155,754,420,ofwhich$137,807,240(88.5%) 
is from the general fimd. The total 1992-94 appro- 
priation for Student Financial Assistance is 43.2% 
greater than the 1990-92 appropriation. The gen- 
eral fund portion represents an increase of 39.2%. 



(cont) 
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Aiixilliarv Knterprises 



$812,548,103, all from the higher education 
operating fund. The total 1992-94 appropriation 
for Auxiliary Enterprises is 13. 1% greater than the 
1990-92 appropriation. 

In summary, total appropriations for the oper- 
ating expenses of all institutions, afSliated agen- 
cies, and other activities related to higher education 
are $6,191,277,863 for the 1992-94 biennium. 
General fund support for higher education de- 
creased 7.3% since the 1990-92 biennium. Higher 
education's total general fund appropriations de- 
creased from $2,03 1,390,648 in the 1990-92 bien- 
nium to $1,883,854,679 in the current biennium. 
Higher education has become increasingly depen- 
dent on nongeneral fund sources, predommantly 
tuition and fees. 

The total appropriation average per full-time- 
equivalent student will increase from $6,470 in 



1992-93 to $6,780 in 1993-94. The general fimd 
contribution will increase from $3,493 in the first 
year of the biennium to $3,515 the second year. 

Table 1 shows higher education appropriations 
for 1992-93. Table 2 shows higher education 
appropriations for 1993-94. Table 3 shows higher 
education appropriations for the 1992-94 bien- 
nium. Table 4 shows the changes in general fiind 
appropriations from 1986-88 through 1992-94. 
Ta^le 5 reflects the total Educational and General 
appropriations per frdl-time-equivalent student for 
each year of the biennium at each of the state- 
supported institutions ofhigher education. Table 6 
shows the 1993 Capital Outlay Budget Amend- 
ments. 

Finally, Appendix 1 is a copy of the final edition 
of the 1993 Legislative Sunmuuy. This publication 
tracks all of the higher education related legislation 
during theGeneral Assembly. 
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TABLE 6 



1993 CAPITAL OUTLAY BUDGET AMENDMENTS 

01-Mar-93 



BUDGET AMENDMENTS 
OF NOP TOTAL 



GEORGE MASON 

PItnninQ Arlington Project 


0 


160,000 




OLD DOMINION 

Nona 








UNIV. OF VIRGINIA 

Construction: Housing for 250 Studsnts 
Msdicsl Rstssrch Renovation 
Construction of New Dsrdsn School Fscilities 
Resesrch st Mountain Lake Biological Station 


0 
0 
0 
0 


6,750,000 
5,861,000 
40,000,000 
360,000 


6,750,000 
6,861,000 
40,000,000 
350,000 


UNIV. OF VIRGINIA-HOSPITAL 

None 








VA. COMMONWEALTH 

None 

VA.COMMONWEALTH-440SPrrAL 

Nona 








VIRGINIA TECH-ACAD. DIV. 

University Office Building 
Wincheeter Lab 

VIRGINIA TECH-RES. DIV. 

None 

VIRGINIA TECH~EXT. DIV. 

None 


Language 
Language 






WIUJAM AND UARY-niST. DIV. 

Roof Repeire 
Property Purcheee 
Booketore/Convenience Store Conversion 


379,000 
0 
0 


0 

470,000 
350,000 


379,000 
470,000 
350,000 


WILLJAM AND MARY-VIMS 

Land Purchase 


200,000 


0 


200,000 


DOCTORAL TOTAL 


679,000 


63,931,000 


64,610,000 


CHRISTOPHER NEWPORT 

Conetruction: Booketore Exper>eion 
Ferguson High School Transfsr 


0 

Lar>guage 


300,000 


300,000 


ffllNfflVALIFY 

Propsrty Acquisition 
Studsnt Housing 


60,000 
0 

53 


0 

2,000,000 


60,000 
2,000,000 



TABLE 6 



1993 CAPITAL OUTLAY BUDGET AMENDMENTS 

01-M«r-93 



BUDGET AMENDMENTS 
OF NQF TOTAL 



JAMES MAD»ON 

PriiTMiry B«ctrio-Ex«mption from P«rform«nc« Bond 
CISAT PfWM 2 Planning 
CI5AT Student S«rvioM Buildino Planning 


Languaga 

50,000 
0 


0 

390,000 


50.000 
390,000 


LONGWOOD COll£QE 

Nona 








MARY WASHINQTON-aNST. DIV. 

Additional Appropriation - Parking Lots 
Rna Arts Supplan>ant 


0 

From GOB Savings 


200,000 


200,000 


NORFOLK STATE 

Nona 








RADFORD UNIVERSrrY 

Nona 








VA. MILITARY INSTITUTE 

Nona 








VIRGINIA STATE 

Nona 








COMPREHENSIVE TOTAL 


100,000 


2.890.000 


2,990,000 


COMMUNITY COllf fip tYiTFU 

Mountain Empira CC Aooaaa Road 
Piadmont CC Humanitiaa Building 
Dabnay LarKastar CC Vantilation Syatam 
Danvilia CC PLanrvng Ra novation Library Spaca 
WythaviUa CC Planrvng Laaming Ras. Cantar 
Northarn Va. CC Community Cantar 
Northarn Va. CC Parking Dack 


600,000 
60,000 
264J00 
50,000 
50,000 
0 
0 


0 
0 
0 
0 
0 

6,500,000 
4,200,000 


600,000 
60,000 
254,700 
60,000 
50,000 
6,500,000 
4,200,000 


COMMUNITY COLLEGES TOTAL 


•04,700 


10,700,000 


11,604,700 


RICHARD BLAND 

Watar Systam Hook-up 


260,000 


0 


260,000 


TWO*YEAR TOTAL 


1.154.700 


10,700,000 


11,854,700 


QRAND TOTAL 


1,«S3,700 


$7,621,000 


69,364,700 


SOURCE: Joint Confaranoa Committaa Raport on HB 1260, Fabruary 24, 19SS 
wft/amandSSf ^ ^ 



APPENDIX: 

Final Edition of the 1993 Legislative Summary 



March 4« 199S 
Council of Nltfhar Education for Virflnla 

Anne Prott * (804) 225-2629 

France* tradford - (804) 225-2613 
PMla LandruB * (804) 225-2632 



BILL* 
CHIEF PATRON 
CCMNITTEE 


KAUKATIVE DESCRIPTION 


CCMNITTEE 
ACTION 


CHAMKX 
ACTION 


OPPOSITE 
CHAMBER 
COWflTTEE 
REFERRED 
TO 


commEE 

ACTION 


CHAMBER 
ACTION 


HB1251 -Smith 
Appropriations 

Same as SBS51 
* 


Authorizes the issuance 
of revenue bonds in the 
amount of $110,375,000, 
plus the cost of 
issuarsce, for capitol 
projects of certain in- 
stitutions of higher 
education. 


Reported from 

Appropriations 

1/28/93 


Read 3rd time 
passed House 
and 

coonunicated 
to Senate 
2/4/93 

Senate 

substitute 
eg reed to by 
House 2/17/93 


Referred to 

Finance 

2/5/93 


Reported 
with 

substitute 
2/11/93 


Read 3rd 

time 
2/15/93 
Conmittee 
substitute 
agreed to 
Engrossed 
Passed 
Senate 
with sub- 
stitute 
2/15/95 


HB1273-Cranwell 
General laws 

* 


Requires the Board of 
Accountancy to adnit for 
examination persons 
holding baccalaureate 
degrees in accounting 
issued by any 
Institution, college, or 
university, which at the 
time the degree was 
granted, was accredited 
by an accrediting organ- 
ization recognized by the 
United States Secretary 
of Education. 


Assigned to 
General Laws Sub- 
connitteezl 
1/18/93 

Reported from 
General Laws 
1/28/93 


Read 1st time 

1/29/93 

Read 2nd time 
Amencinents 
agreed to 
Engrossed 
2/3/93 

Read 3rd time 
Passed House 
Communicated 
to Senate 
2/3/93 


Referrfid to 
General 
Laws 2/4/93 


Reported 
from 
General 
Laws 

2/17/93 


Read 3rd 

time 

Passed 

Senate 
2/19/93 


HB1352rt)eBoer 
Finance' 

* 


Extends the exemption 
from BPOU tax for non- 
profit hospitals, 
colleges, universities, 
and other institutions of 
learning to July 1, 1997. 


Assigned to 
Finance 
SubcoRfnittee:1 
1/22/93 


Read 2nd time 
and Engrossed 
2/1/93 

Read 3rd time 
Passed House 
Coanuiicated 
to Senate 

2/3/93 


Referred to 

Finance 

2/3/93 


Reported 
from 
Finance 
2/16/93 


Read 3rd 

time 

Passed 

Senate 

2/18/93 


HB1397-Cranwell 
General Laws 

* 


Establishes the Uorld 
Trade Alliance of the 
Blue Ridge to focus on 
the strengths and needs 
of the region through a 
nurter of different trade 
programs, including 
international trade con- 
ferences, trade missions, 
mentor programs, student 
work placements and a 
trade data base. 


Assigned to 
General Laws Sub- 
conn i t t ee : 1 / 1 8/ 93 

Reported from 
General Laws with 
substitute 2/6/93 


Read 2nd time 

Connittee sub- 
stitute agreed 
to Engrossed 
2/8/93 

Read 3rd time 
Passed House 
Coonunicatcd 
to Senate 

2/7/93 

Senate amend- 
ment agreed to 
by House 
2/23/93 


Referred to 
Local 

Governmeot 
2/9/93 " 


Reported 
from Local 
Government 
2/16/93 


Read 3rd 
time Floor 
amendment 
agreed to 
Engrossed 
Passed 
Senate 
with 

aNiendment 

2/18/93 



* Passed both Senate and House 
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FINAL EDITION 



Paattla Undrta - (804) 225*2632 



BILt- 






DMNBEK 


oprasiTE 






CHIEF PATRON 


BWCKATIVc UCSUllrllUa 


OCNKITTEE 


ACTION 


OMMBEK 


CONNITTEE 


OMNKK 


COMIITTEE 


ACTIOM 




OVWITTEE 


ACTION 


ACTION 








REFERRED 














TO 






HBU06-Diamonstein 


Ensures that information 


Assigned to 


P^MWni ^^AA 


pAfArr^d to 


Reported 


Read 3rd 


General Laws 


and individual names 


General Laws sub* 




General 


from 


time Floor 




reported to the 


committee:4 


agreed to 


Laws 


General 


amendnient 




Department of State 


1/18/93 


Engrossed by 


1/29/93 


Laws 


agreed tp 




Internal Auditor via the 




House i/c7/yi 




9 /in/93 


CiIJ|i V99VU 


* 


diaic employee rrauuf 


Rcpuncu 1 run 








Passed 




Waste and Abuse Hotline 


General Laws with 


Passed House 






Senate 




will remain confidential 


amendments 


ana 






M 1 kli 




and will not be released 




communicated 






AHiArvfiw^n t 
vnc) iuiiH?i ik 




under the Freedom of 




to Senate 






9/12/93 




Information Act. 




1 /9ft /OT 














e 

senate 














amencknent 














agrcca kO uy 














Houfift 2/16/93 














CI 11 V i V CM 














9/16/93 

C/ IV/TJ 








llD l*fvf 1^ i oliR^ 19 1 1 1 


Provid^fi an ^XMntion to 


Assigned to 


Read 2nd time 


Referred to 


Reported 


Reed 3rd 


uciicrBV LaM9 


th^ amoral. Drohibition 


General Laws Sub* 


Commi ttee 


General 


from 


time 




against employees of any 


conmi ttee:4 


amendnients 


Laws 


General 


passed 






1/18/93 


agreed to 


2/10/93 


Laws 


Senate 


* 


havina a Dsrsonal 




Engrossed by 




2/10/93 


2/12/93 




interest in a contract 


Reported from 


House 2/3/93 










Wikii sucn gove rr iricn la i 


HAnAPAl 1 AUC U1 












agency f Okncr man nis 


AifiAn/^fMkn^ e 9/1 /O^ 


DaaH 3pH f imA 






Fnrol L#d 

kl II V V % w 




cii^ I uyrncn k cunkraCL* inc 




Passed Hous0 






2/19/93 




Dill cxctiipkS OTTicers or 




^VWIIUI 1 i kVU 










vn^ioyvcsft am Lneir 




kV dCI HI kC 










1 iiiiica 1 a kC Tanii ly ineiiuvrA 




9/A/93 

C/ •♦/ 










who are engaged in 














^AA^k 1 MA r*A0AAr*^K 

LCauningy rcscarcn or 




CI 11 Vi i cu 










- 1 t,. t fit It m'X Ilia AlVM'V^f*^ 

acmnistraiive suppori 




9/99/93 










{ ^ { A^ V^A^ 1 fV\A 1 

pOSlXlOflA m\ ClMCa X 1 OrWi 














in* LI kUL iwviA viocr 
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If D 1 afl 1 &m/\nc % n 
nD IhJ^ Ui«liOnakCin 


r If Ajf i1" c f p/wi rtrfv^rt"U' ^av 
CAOi^kA T rwi f^rojjcriy wa. 


pAf appaH ^o 


PaaH 9nd tim» 

ncpu bi M kiinc 


R^f^rrsd to 


Assigned to 


Read 3rd 


Finance 


the property of Hennowood 


Finance sub- 


Conmi ttee sub- 


Finance 


Finance 


time 




Communities^ Inc.« 


committee:2 


stitute agreed 


2/9/93- - 


subcom- 


CoNnmittee 




1 nr'A^AH in t*hik Pi^x/ of 

VU^B kCU III LIIC l# 1 k y VI 


1/22/93 


to 




mi ttee: 




* 


M^uoort M#us and us#d bv 




Amendment by 




Transport- 


agreed to 




Ik Tor uriar 1 kotJi c 


DAnnp^AH f pmt 


Mr UardruD 




ation/SMC i 


Ena rosttfd 

WI 1 www 




purposes. 


Finance with sub- 


agreed to 




a I Grants 


Passed 




stitute 2/4/93 


Engrossed by 




2/12/93 


Senate 








House 






with 












Reported 


amendments 








Read 3rd time 




from 


2/22/93 








Passed House 




Finance 










Comnunicated 




with amend- 










to Senate 




ments 










2/7/93 




2/18/93 










Senate amend- 














ments agreed 














to by House 














2/25/93 
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BILL- 
CHIEF PATRON 
CQMIITTEE 


NARRATIVE DESCRIPTION 


CCmiTTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COmiTTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


HB1502-Melvin 
Health, Welfare 
and Institutions 

* 


Allows recipients of 
public assistance to 
establish savings 
accounts for education 
expenses or the purchase 
of a primary residence 
without a penalty in the 
calculation of benefit 
amounts. 


Assigned to 
Healthy Welfare 
and Institutions 
subcofnmittee:3 
1/22/93 

Reported from 
Health, Welfare 
and Institutions 
with amendnients 
2/4/93 

Senate substitute 
agreed to by House 
2/18/93 


Read 2nd time 

Engrossed 

2/6/93 

Read 3rd time 
passed House 
Coflinuni cated 
to Senate 
2/7/93 

Senate sub- 
stitute agreed 
to by House 
2/18/93 


Referred to 
Kenaol I - 
i tat ion & 
Social 
Services 
2/9/93 


Reported 
with sub' 
stitute 
2/12/93 


Read 3rd 
time 

Connittee 
substitute 
agreed to 
Engrossed 
Passed 
Senate 
with sub- 
stitute 
2/16/93 


HB loOA-Pluni 
General Laws 

* 


Allows a contractor to 
petition the Department 
of General Services or 
any state agency to have 
a product with recycled 
content included in the 
procurement process. The 
b:ll also requires all 
state agencies to review 
and revise their 
procurement procedures to 
encourage the use of 
goods with recycled 
content. 


Assigned to 
General Laws sub- 
cofflmittee:2 
1/25/93 

Reported from 
General Laws 
2/1/93 


Keaa cno iime 

Engrossed 

2/3/93 

Read 3rd time 
Passed House 
Comnuni cated 
to Senate 
2/4/93 

Enrolled 


General 
Laws 2/5/93 


from 
General 
Laws 
2/10/93 


time 
Passed 
Senate 
2/12/93 


HB1606-Plun 
General Laws 

* 


Provides, in the case of 
a tie bid, a preference 
in the amount of recycled 
content • If there is a 
tie bid between and out- 
of-state vendor and a 
Virginia a bidder, the 
one whose product 
contains the most 
recycled content would be 
awarded the contract. 


Reported from 
General Laws with 
amendments 1/28/93 


Read 2nd time 

Connittee 

amendments 

agreed to 

Engrossed 

2/1/93 

Read 3rd time 
Passed House 
Comnuni cated 
to Senate 
2/2/93 


Referred to 
General 
Laws 2/3/93 


Reported 

from 

General 

Laws 

2/10/93 


Read 3rd 

time 

Passed 

Senate 

2/12/93 

Enrolled 
2/19/93 


General Laws 


Prohibits the sale of 
grain alcohol by 
government stores except 
upon permits Issued by 
the Board for industrial, 
commercial or medical 
uses* 


Assianed to 
General Laws sub- 
commi ttee:3 
1/25/93 

Reported from 
General Laws with 
amendments 2/1/93 


Read 2nd time 
Corrnittee 
amendment #1 
agreed to 
Cotrmittee 
amendment #2 
rejected 
Engrossed 
2/3/93 

Read 3rd time 
Passed House 
Communicated t 
Senate 2/4/93 


Referre'* to 
Rehabi I i - 
tat ion and 
Social 
Services 
2/5/93 


Reported 
from Rehab' 
ilitation 
and Social 
Services 
2/12/93 


Read 3rd 

time 

Passed 

Senate 

2/16/93 

Enrolled 
2/26/93 
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llarch 4, 1993 
Com! I of Nfghcr Education for Virginia 



HIGHER EDUCATION «l related bills Anne Pratt • (804) 225-2629 

Legislative Smmry France. Bradford • (804) ^-26« 

Paaela Landrui * (804) 225-2632 

FINAL EDITION 



BILL- 
CHIEF PATRON 
OMNITTEE 


NARRATIVE DESCRIPTION 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 

COMNinEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


HB1643-Van Yahres 
General Laws 

* 


Provides, as the result 
of a reconmendation by 
the joint subcommittee 
established to research 
the possibility of having 
public employees and 
private employees 
temporarily switch work* 
places, Tor ine .inker 
change of government and 
private sector employees. 
Employees participating 
in an exchange are con- 
sidered to be on detail 
to regular work assign- 
ments and remain 
employees of their "home" 
agency or department and 
receive the same salary 
arKJ benefits as they were 
receiving prior to the 
exchange. 


Assigned to 
General Laws sub- 
committee:3 
1/25/93 

Reported from 
General Laws 
1/26/93 


Read 2nd time 
and Engrossed 
2/1/93 

Passed House 
Communicated 
to Senate 

2/2/93 


Referred to 
General 
Laws 2/3/93 


Reported 

from 

General 

Laws 

2/17/93 


Read 3td 

time 

Passed 

Senate 

2/19/93 


HB1790-Diamonstein 
Education 

* 


Requires students seeking 
renewal of grants from 

kiie Viisima utuiiankccu 

Assistance Program to 
maintain at least a 2.0 
grade point average and 
clarifies that eligible 
students must be enrolled 
in or accepted for 
enrollment in any public 
institution of higher 
education. 


Reported from 
Education 1/29/93 


Read 1st time 
2/1/93 

Read 2nd time 

Engrossed 

2/2/93 

Read 3rd time 
Passed House 
Comnunicated 
to Senate 
2/3/93 

Enrolled 
2/22/93 


Referred to 
Education 
and Health 
2/4/93 


Reported 
from 

Education 
and Health 
2/11/93 


Read 3rd 

time 

Pasted 

Senate 

2/15/93 


HB1 799- Finney 
General laws 

* 


Expands the duties of the 
Blue Ridge Regional 
Education and Training 
Council to include 
development of incentive 
programs for school 
system, promotion and 
expansion of apprentice* 
ship training in the 
region and formulation of 
a model studsnt volunteer 
program. 


Reported from 
general laws with 
amendnents 2/6/93 


Read 2nd time 
Engrossed by 
House 
2/8/93 

Read 3rd time 
Passed House 
Communicated 
to Senate 

2/9/93 

Enrolled 
2/17/93 


Referred to 
Local - - 
Government 
2/10/93 


Reported 
from Local 
Government 
2/16/93 


Read 3rd 
time 
Patted 
Senate 

2/18/93 



ERIC 



59 



4 



1993 VIRGINIA GENERAL ASSEMBLY 



March 4, 1993 
Coincfl of Higher Education for Virginia 



HIGHER EDUCATION «id related bills Anne Pratt * <804) 225-2629 

Legislative SMary • - - Frances Bradford - <804) 225-2613 

PMela Lmirui * <804) 225-2632 

FINAL EDITION 



BILL- 






CHAMBER 


OPPOSITE 






CHIEF PATRON 


NARRATIVE DESCRIPTION 


COMtlTTEE 


ACTION 


CHAMBER 


COMMITTEE 


CHAMBER 


COmiTTEE 




ACTION 




COMMITTEE 


ACTION 


ACTION 








REFERRED 
TO 






HB18l^-Hall 


Provides that effective 


Reported from 


Read 2nd time 


Referred to 


Reported 


Read .^ro 


Appropriations 


July 1, 1994, retirees 


Appropriations 


Passed House 


Finance 


from 


time 


who choose not to 


with substitute 


Communicated 


2/10/93 


Finance 


Conmittee 




participate in the state 


2/6/93 


to Senate 




with sub- 


subst i tute 


* 


health insurance plan 
but, rather, purchase 
their own health 
insurance, shall receive 
the same health insurance 
credit as those retirees 
participating in the 
state plan. 




2/10/93 

Senate sub- 
stitute agreed 
to by House 
2/23/93 




stitute 
2/16/93 


agreed to 
Engrossed 
by Senate 
Passed 
Senate 
with sub- 
stitute 
c/io/yi 


HB1912-Cunningham 


Delineates the 


Reported from 


Referred to 


Referred to 


Reported 


Read ^ro 


General Laws 


educational and clinical 


General Laws 


Health Welfare 


Education 


trom 


time 


prerequisites for a 


1/28/93 


and 




Educat ion 


Passed 




license to practice 




I nsti tut ions 




mrvi Health 


Senate 


* 


clinical psychology. 
Applicants for licensure 
must graduate from an 
accredited doctoral 
program in clinical 


Assigned to 
Health, Welfare 
and Institutions 
subcommittee: 2 
2/1/93 


4 /OO /AT 

1 /2o/93 

Read 2na time 

Engrossed 

2/6/93 










psychology (or its 




Read 3rd time 










equivalent), and the 


Reported from 










applicant's internship 


Health, Welfare 


passed House & 










and residence must be in 


and Institutions 


Ccnnunicated 










a mental health care 


with substitute 


to Senate 










clinical setting. In 


2/4/93 


2/7/93 










addition, the Board of 














Psychology is given the 














authority to grant a 














temporary license to 














residents in clinical 














psychology. 












HB1957-D1amonstein 


Deletes the term **single- 


Assigned to 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


General Laws 


user" from the provision 


General Laws sub- 


Engrossed 


General 


from 


tine 




of the Virginia Public 


committee:2 


2/3/93 


Law^ 2/5/93 


General 


Passed 




Procurement Act which 


1/29/93 






Laws 


Senate 


* 


allows certain types of 




Read 3rd time 




2/10/93 


2/12/93 




computer equipment to be 


Reported from 


Passed House & 






Enrolled 




purchased using 


General Laws 


Codinunicated 








streamlined procedures. 


2/1/93 


to senate 






2/19/93 






2/4/93 








HB1987-Hall 


Increases from two to 


Reported from 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


Appropriations 


four years the nurtber of 


Appropriations 


Engrossed 


Finance 


from 


time 


years of service which 


2/6/93 




2/10/93 


Finance 


Passed 


* 


may be purchased by VRS 
members for a leave of 
absence for educational 
purposes or for tenporary 
etrployment with the 
General Assembly. 




Read 3rd time 
Passed House 
Comnunicated 
to Senate 
2/9/93 




2/17/93 


Senate 

2/19/93 
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BILL- 
CHIEF PATRON 
COMMITTEE 


NARRATIVE DESCRIPTION 


COmiTTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COMIITTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


HB1988-Hall 
General Laws 

* 


Creates a state authority 
in Richmond close to MCV, 
whose purpose is to 
advance scientific and 
technological research 
and development among 
public and private 
entities. The Authority 
is to be governed by a 
nine-member board: the 
President of VCU, mayor 
of Richmond, Secretary of 
Economic Development of 
the Commonwealth, and six 
others appointed by the 
Governor from a list 
supplied by the 
Authority's board and 
confirmed by' both houses 
of the General Assembly. 
The Authorit^^*s powers 
include issuance of 
bonds. 


Reported from 
General Laws 
2/1/93 

Reported from 
Counties, Cities 
and Towns with 
amendments 2/5/93 


Referred to 
Counties, 
Cities and 
Towns 2/1/93 

Read 2nd time 
Conmittee 
amendments 
agreed to 

Engrossed 
2/7/93 

Read 3rd time 
Passed House 
Communicated 
to Senate 

2/8/93 

Senate amend- 
ment agreed to 
by House 
2/7/93 


Referred to 
Local 

Government 
2/9/93 


Reported 
from Local 
Government 
with amend- 
4nents 
2/16/93 


Read 3rd 
time 

Committee 

amendnerJt 

agreed to 

Engrossed 

by Senate 

Passed 

Senate 

Wi kn 

amendnent 
2/18/93 


HB2035- Cunningham 
Educat i on 

* 


Authorizes the 
appointment of a member 
of the Board of Visitors 
to a term of less than 
four years innmediately 
prior to or between two 
four-year terms. Some 
technical changes are 
also made to update the 
language relating to 
meirber appointments. 
Note: This refers to 
VSU's board. 


Reported from 
Education 1/29/93 


Read 2nd time 

Engrossed 

2/2/93 

Read 3rd time 
Passed House 
Communicated 
to Senate 
2/3/93 

Senate amend- 
ment agreed to 
by House 
2/17/93 

Enrolled 
2/26/93 


Referred to 
Education I 
Health 
2/4/93 


Reported 
from 

Education 
and Health 
with 

amendiwnts 
2/11/93 


Read 3rd 
time 

Conmittee 
amendment 
agreed to 
Engrossed 
by Senate 
with 

amenchnent 
2/15/93 
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r 1 N A L C 1 


1 f T T n u 




BILL- 






CHAMBER 


OPPOSITE 






CHIEF PATRON 


NARRATIVE DESCRIPTION 


COmiTTEE 


ACTION 


CHAMBER 


COMNITTEE 


CHAMBER 


COMITTEE 




ACTION 




COMNITTEE 
REFERRED 


ACTION 


ACTION 










TO 






KB2081'Bloxoni 


Provides that 


Assigned to 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


Count i es , C i t i es 


archaeological sites are 


Count ies« Cities 


Engrossed 


Local 


from Local 


time 


and Touns 


historic^ and should be 


and Towns sub** 


Passed House 


Government 


Government 


Coffinittee 


considered in the 


committee:2 2/1/93 


Communicated 


2/10/93 


with amend- 


amendment 




cocrprehensi ve plan when 




to Senate 




ment 


rejected 




such plan is reviewed 


Reported from 


2/9/93 




2/16/93 


Floor 




every five years « end are 


Count ieSf Cities 








amendment 




included in local • ■ 


and Towns with 


Senate 




Reported 


agreed to 




governncnts* authority to 


substitute 2/9/93 


smcncknen t s 




rom ACNR 


Rereferred 




preserve historic areas. 




agreed to by 




with amend- 


to ACNR 








Hosue 2/25/93 




ments 


2/19/93 












2/22/93 
















Read 3rd 














time 














Committee 














amendments 














agreed to 














Engrossed 














Passed 














Senate 














with 














amendments 














2/23/93 


HB2093-Cranwell 


Requires all employers, 


Assigned to Labor 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


Labor and Conmerce 


unless exenpted by 


and CofTinerce 


conmi ttee 


Conmerce 


from 


time 




regulation, to report new 


2/1/93 


amencknents 


and Labor 


Commerce 


Committee 




hires to the Virginia 




agreed to 


2/10/93 


and Labor 


amencbnents 




Enployment Coomission 


Reported from 


Engrossed 




with amend' 


agreed to 




within 35 days of the 


Labor and Commerce 


2/5/93 




memts 


Engrossed 




initial hire. 


with emencknents 






2/15/93 


Passed 




Transmission will be by 


2/3/93 


Read 3rd 






Senate 




the most convenient 




Passed House 






with 




method as determined by 




CoMMunicated 






amendments 




the Commission. 




to Senate 






2/17/93 








2/6/93 














Senate aiaend* 














ments agreed 














to by House 














2/19/93 








HB2163-Miller 


Requires state agencies 


Reported from 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


General Laus 


to submit an estimate of 


General Laws with 


wOnTni k .ee 


General 


from 


time 




the amount which will be 


amendnents 2/1/93 




Laws 2/3/93 


General 


Passed 




needed for the two 




ag'^c^ to 




Laws 


Senate 


* 


succeeding biennial 




Engrossed 




2/17/93 


2/19/93 




periods. 




2/3/93 














Read 3rd time 














Pasted House 














Conmunicated 














to Senate 














2/4/93 
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FINAL EDITION 



BILL- 
CHIEF PATRON 
COmiTTEE 


NARRATIVE DESCRIPTION 


CGMIITTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


HB2169-Diamonstein 
Education 

* 

(same as SB994) 


Establishes the Virginia 
Advisory Council for 
Adult Education, 
Literacy, and Training to 
provide for (i) an 
integrated, multi*agency 
approach for the delivery 
of quality adult 
education, literacy, and 
training services; (ii) 
maximum diversity of such 
programs, services, and 
philosophies; and (iii) 
coordination and 
monitoring of such 
programs within the 
Conmonwealth. 


Assigned to 
Education sub- 
coninittee:3 2/2/93 

Reported from 
Education with 
substitute 2/5/93 


Read 2nd time 
Committee sub- 
stitute agreed 
to 

Engrossed 
2/7/93 

Read 3rd time 
Passed House 
Communicated 
to Senate 
2/8/93 


Referred to 
General 
Laws 2/9/93 


Reported 

from 

General 

Laws 

2/17/93 


Read 3rd 
time 
Passed 
Senate 
2/19/93 ^ 


HB2173-Uagner 
Education 

* 


Prohibits restricting 
participation on the 
basis of race or ethnic 
origin in state-supported 
financial aid or other 
higher education programs 
designed to promote 
greater racial diversity 
in public institutions of 
higher education. 


Assigned to 
Education sub- 
commit tee; 4 
1/29/93 

Reported from 
Education 2/5/93 


Read 2nd time 

Engrossed 

2/7/93 

Read 3rd time 
Passed House 
Conmunicated 
to Senate 

2/5/93 

Enrolled 
2/26/93 


Referred to 
Education 
and Health 
2/9/93 


Reported 
from 

Education 
and Health 
2/11/93 


Read 3rd 

time 

Passed 

Senate 
2/15/93 


HB2213-Councill 
Education 

* 


Establishes the Virginia 
Bus i ness - Educat i on 
Partnership Program 
within the Office of the 
Secretary of Education to 
expand business 
involvement in public 
education and workforce 
training and to promote 
strategic education 
reform partnerships in 
support of World Class 
Education. 


Referred to 
Education 1/26/93 

Reported from 
Education with 
aawntents 2/2/93 

- 


Read 2nd time 

Committee 

amendnents 

agreed to 

Engrossed 

2/3/93 

Read 3rd time 
Passed House 
Communicated 
to Senate 
2/4/93 

Senate amend- 
ment agreed to 
by House 
2/16/93 

Enrolled 
2/26/93 


Referred to 

General 

Laws 

2/5/93 


Reported 

from 

General 

Laws with 

amendment 

2/10/93 


Read 3rd 
time 

Coamittee 

amandMent 

agraad to 

Engrossed 

Passed 

Senate 

with 

amendment 

2/12/93 
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BILL- 






CHAMBER 


OPPOSITE 






CHIEF PATRON 


NARRATIVE DESCRIPTION 


COmiTTEE 


ACTION 


CHAMBER 


COmiTTEE 


CHAMBER 


COIMITTEE 




ACTION 




COMMITTEE 
REFERRED 
TO 


ACTION 


ACTION 


HB2214-Councill 


Codifies the Workforce 


Assigned to 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


General Laws 


2000 Advocacy Council, 


General Laws sub* 


Committee 


General 


from 


time 




originally appointed in 


committee:4 


amendment 


Laws 


General 


Passed 




1991, as a temporary 


1/29/93 


agreed to 


2/10/93 


Laws 


Senate 


It 


coiicyiQi UQuy wivnin inc 

executive branch. The 


Reported from 


Enaross^d 




2/17/93 


2/19/93 


(Same as SB989) 


21-member Council is to 
prccnote and implement the 
recoftinendations of the 
Governor's Advisory 
Committee on Workforce 
2000 contained in its 
March 1991 report. 
Partnerships for 
Excellence:- The Virginia 
Plan for Strengthening 
the Commonwealth's 21st 
Century Workforce. 


General Laws with 
amencinents c/o/y^ 


Keac jvQ lime 
Passed House 
Communicated 
to Senate 
0 /o /ox 








HBZZ^^'Tata 


Clarifies the Board and 


Keporiea Trum 


KCaU CTlQ I tHK 


nCTCl 1 CU 


PAfV^rt aH 


Read 3rd 


Healtn, Ueltare & 


Commissioner of Health's 


ncaiin, wciTarc 


umiiiii k 






time 


Institutions 


authority to establish 


and 2 nst i tut i ons 


auicnuiiicnka 


l^nnc APwn~ 




Passed 




health standards related 


Wikn amenumenis 


Ojfi ecu 






Senate 




to the prevention of 


t/ 1/ y J 




Ha kUi a V 


T i An ArwH 
k 1 wi 1 ai lu 


2/17/93 




transmission of 
ccnmunicable diseases, 
particularly food-borne 
diseases. 




Read 3rd time 
Passed House 
Communicated 
to Senate 
2/5/93 


2/8/93 


Resources 
2/8/93 




HB2281-Connally 


Established a nurse 


Reported from 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


Health, Welfare 


pract i t i oner/nurse 


Health, Welfare 


Engrossed 


Education 


from 


time 


and Institutions 


mid/wife scholarship 


artd Institutions 


2/4/93 


and Health 


Education 


Passed 




program to provide 


2/2/93 




2/8/93 


and Health 


Senate 




ataiatancc to certain 




Read 3rd time 




2/11/93 


2/15>93 




students who agree to 




Passed House 








* 


repay the Commonwealth by 
practicing in Virginia's 
medically underserved 
areas. 




Comnunicated 
to Senate 
2/5/93 

Enrolled 
2/26/93 
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BILL- 
CHIEF PATRON 
COMMITTEE 


NARRATIVE DESCRIPTION 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
CQMtlTTEE 
REFERRED 
TO 


COMIITTEE 
ACTION 


CHAMBER 1 
ACTION 


HB2358-D i amonstei n 
Educat i on 


Requires the Board of 
Education to establish a 
program of alternative 
education options for 
school-age children in 
compliance with ^^22.1- 
253.13:1 D 8 of the 
Standards of Quality, 
which requires local 
school boards to 
implement education 
alternatives for students 
whose needs are not met 
in the programs 
prescribed in the 
Standards. This is an 
emergency bill. 


Assigned to 
Education sub- 
committee: 1 2/2/93 

Reported from 
Education with 
substitute 2/5/93 


Read 2nd time 
Committee sub- 
stitute agreed 
to Engrossed 

Read 3rd time 
Passed House 
Coamunicated 
to Senate 
2/8/93 

Senate 
substitute 
with amend- 
ments agreed 
to by House 
2/25/93 


Referred to 
Education 
and Health 
2/9/93 


Reported 
from 

Education 
and Health 
wi th 

substitute 
2/18/93 


Read 3rd 

time 

Committee 

substitute 

aarfr#d to 

Floor 

amendment 

agreed to 

Engrossed 

Passed 

Senate 

with 

substitute 
/amendment 

2/22/93 


H62405* Morgan 
General Laus 

* 


Declares state policy to 
encourage growth of 
private enterprise and to 
discourage unfair 
competition by nonprofit 
organizations with the 
private sector. The bill 
creates the Commission to 
develop proposals to 
regulate unfair 
competition and promote 
this policy. 


General Laws sub- 

committee:4 

1/29/93 


Kcou cnu ^ 1 fiK 

Engrossed by 
House Passed 
House 

Communicated 
to Senate 
2/9/93 

Senate amend- 
ments agreed 
to by House 
2/23/93 


f\C 1 CI 1 wvl w 

General 

Laws 

2/10/93 


R^nortsd 

from 
General 
Laws with 
amendments 
2/17/93 


Read 3rd 
time 

Coaaii ttee 
amendments 
agreed to 

Floor 

amendments 

agreed to 
Engrossed 
Passed 
Senate 

with 

amendments 
2/19,93 














HJR389'Ball 
Rules 

* 


Requests the Secretary of 
Economic Development to 
prepare a strategic plan 
for economic developawnt 
in the Comnonwealth. 
This is a recommendation 
from the special Review 
Committee's study of the 
Center for Innovative 
Technology(CIT), as 
mandated by Itetn 267 of 
the 1992 Appropriation 
Act. 


Reported from 
Rules 2/5/93 


Engrossed 
Agreed to by 
House 

Connunicatad 
to Senate 

2/7/93 


Referred to 
Rules 

2/9/93 


Reported 
from Rules 
2/21/93 


Read 3rd 
time 

Agreed to 
by Senate 
voice vote 
2/23/93 
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FINAL EDITION 



BILL- 
CHIEF PATRON 
CGMIITTEE 


NARRATIVE DESCRIPTION 


COMMITTEE 
AaiON 


CHAMBER 
AaiON 


OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 


COMMITTEE 
AaiON 


CHAMBER 
ACTION 


HJR390'Ball 
Rules 

* 


Establishing a twenty- 
three meinber science and 
technology task force to 
report on and make 
reconnendations 
concerning science and 
technology as an integral 
part of the overall 
economic development plan 
for the Comnonwealth. 
This is a recommendation 
from the special Review 
Committee's study of the 
Center for Innovative 
Technology, as mandated 
by Item 267 of the 1992 
Appropriation Act. 


Assigned to Rules 

subcommittee:3 

2/4/93 

Reported with 
amendments 2/5/93 


Cormittee 
amendnents 
agreed to 
Engrossed 
Agreed to by 
House and 
Communicated 
to Senate 
2/7/93 

Senate amend- 
ments agreed 
to by House 
2/25/93 

Senate 
amendments 
agreed to by 
House 2/25/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
with 

amendments 
2/21/93 


Read 3rd 
time 

Committee 
amendments 
agreed to 
Engrossed 
by Senate 
with 

amendments 
by voice 
vote 
2/23/93 


HJR392>Qui I len 
Rules 

* 


Directs the Joint Legis- 
lative Audit and Review 
Commission to study the 
structure and investment 
policies of the Virginia 
Retirement System ani its 
relationship to the r^F&P 
Corporation. A report to 
the 1994 Session of the 
General Assembly is 
provided for. 


Assigned :o Rules 
subcommittee: 3 
2/4/93 

Reported from 
Rules 2/5/93 


Engrossed 
Agreed to by 
House and 
Conitunicated 
to Senate 
2/7/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
with 

amendments 
2/21/93 


Read 3rd 

time 

.agreed to 
by voice 
vote 
2/23/93 


HJR412- Bennett 
Rules 

* 


Continues the A.L. 
Philpott Southside 
Economic Development 
Coamittion, established 
in 1990, for one 
ad^'tior^l year. 


Assigned to Rules 

subconiRittee:3 

2/4/93 

Reported fron 

Rules 2/5/93 


Engrossed 
Agreed to by 
House and 
Coimunicated 
to Senata 
2/7/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
2/22/93 


Read 3rd 
time 

Agr^^ to 
by voice 
vote 

2/25/93 


HJR453-Thomas 
Rules 

* 


ilstablishes a joint sub- 
cownittee to conduct a 
comprehensive study of 
educational museums and 
the appropriate level of 
public support to be 
provided to such 
institutions. 


Assigned to Rules 

subcommittee:3 

2/4/93 

Reported from 
Rules 2/5/93 


Engrossed 
Agreed to by 
House and 
Communicated 
to Senate 
2/7/93 


Referred to 
Rules 
2/9/93. - 


Reported 
from Rules 
2/21/93 


Read 3rd 
time 

Agreed to 
by voice 
vote 
2/23/93 


HJR463-Alm8nd 
Rules 


Requests Council on Kiman 
Rights, with assistance 
from Norfolk State 
University and Virginia 
Comsonwealth University, 
to stvidy the ?iapact of 
racial and cuv^ural 
insensitivity on violent 
crime, access to housing, 
education, health care, 
job opportunities, and 
economic development. 


Reported from 
Rules 2/3/93 


Engrossed 
Agreed to by 
House and 
Communicated 
to Senate 
2/7/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
2/21/93 


Read 3rd 
time 

Agreed to 
by voice 
vote 
2/23/93 
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ON and related bills 
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FINAL EDITION 



BILL- 
CHIEF PATRON 
COmiTTEE 



NARRATIVE DESCRIPTION 



COMMITTEE 
ACTION 



CHAMER 
ACTION 



OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 



COMMITTEE 
ACTION 



CHAMBER 
ACTION 



HJR466-Ptum 
Rules 



Continues the joint sub- 
committee studying ways 
to enhance markets for 
recycled material. The 
subccmnittee was 
established by the 1992 
Session of the General 
Assembly pursuant to 
HJR244. Because of the 
conplexity of the issues 
surrounding the 
development of markets 
for recycled materials, ' 
the subcommittee was 
unable to finish its work 
during 1992. 



Assigned to Rules 

subcommittee:3 

2/4/93 

Reported from 
Rules 2/5/93 



Engrossed 
Agreed to by 
House and 
Communicated 
to Senate 
2/7/93 



Referred to 

Rules 

2/9/93 



Reported 
from Rules 
2/12/93 



Read 3rd 
time 

Agreed to 
by voice, 
vote 
2/16/93 



HJRAZO'Diamonstein 
Rules 



Establishes a joint 
legislative subcommittee 
to study the feasibility 
and appropriateness of 
implementing t Reading 
Recovery Program as a 
statewide prevention 
effort to reduce 
i I literacy in the 
Commonwealth. The study 
is to include a review of 
recent studies assessing 
the effectiveness of the 
Reading Recovery Program; 
the identification of 
particular institutions 
of higher education in 
the Conmcowealth as 
possible teacher training 
sites; and the potential 
fiscal impact of 
implementing this program 
in Virginia, including 
methods of funding 
tuition for instructional 
training and the 
establishment of training 
centers at designated 
colleges and 
universities. 



Assigned to Rules 

subcommittee:3 

2/4/93 

Reported from 
Rules with sub- 
stitute 2/6/93 



Committee sub- 
stitute agreed 
to 

Engrossed 
Agreed to by 
voice vote be 
House 

communicated 
to Senate 

2/9/93 



Referred to 

Rules 

2/10/93 



Reported 
from Rules 
2/21/93 



Read 3rd 
time 

Agreed to 
by voice 
vote 
2/23/93 
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BILL- 






CHAMBER 


OPPOSITE 






CfllEF PATRON 


NARRATIVE DESCRIPTION 


OMITTEE 


ACTION 


CHAMBER 


OmiTTEE 


CHAMBER 


CQNKITTEE 




AaiON 




COMMITTEE 


ACTION 


ACTION 










REFERRED 














TO 






HJR485-Crouch 


Establishes a joint sub- 


Assigned to Rules 


Connittee 


Referred to 


Reported 


Read 3rd 


Rules 


conmittee to study the 


subcommittee: 3 


subst i tute 


Rules 


from Rules 


time 




continuation of child 


2/4/93 


agreed to 


2/10/93 


with amend- 


Conmittee 




support after age 18 for 




Engrossed 




ments 


amendnents 




the purpose of higher 


Reported from 


Agreed to by 




2/12/93 


agreed to 




education. 


Rules with 


House 






Engrossed 






substitute 2/6/93 


Comnunicated 






by Senate 








to Senate 






Agreed to 








2/9/93 






by Seante 














with 








Senate 






amenc^nts 








amendnents 






by voice 








agreed to by 






vote 








House 2/18/93 






2/16/93 


HJR513-Purkey 


Requests the State 


Reported from 


Committee 


Referred to 


Reported 


Read 3rd 


Rules 


Council of Higher 


Rules with amend- 


amendment 


Rules 


with amend- 


time 




Education for Virginia to 


ments 2/3/93 


agreed to 


2/8/93 


ments 


Committee 




examine the need to 




Engrossed 




2/12/93 


awiendfuent s 


* 


enhance security policies 




Agreed to by 






agreed to 




and procedures at the 




House 






Engrossed 




Cormvonwealth's public 




Connunicated 






Agreed to 




institutions of higher 




to Senate 






with 




education. 




2/5/93 






amendments 














by voice 








Senate amend- 






vote 








ments agreed 






2/16/93 








to by House 














2/18/93 








HJR516-Hall 


Requests that the 


Reported from 


Engrossed 


Referred to 


Reported 


Read 3rd 


Rules 


Secretary of Economic 


Rul<KS 2/6/93 


Agreed to by 


Rules 


from Rules 


tiire 




Development with 




House 


2/10/93 


2/12/93 


Agreed to 




assistance from UVA, VPI 




Coomunicated 






by Senate 


* 


and VCU conduct a one- 




to Senate 






by voice 




year study to dettmine 




2/9/93 






vote 




feasibility and 










2/16/93 




operational coinponants of 














a biotechnology 














regulatory framework and 














model legislation. 












HJR560- Fisher 


Proclaiming George Mason 


Reported from 


Engrossed 


Referred to 


Reported 


Read 3rd 


Rules 


Day in Virginia. 


Rules 2/5/93 


Agreed to by 


Rules 


from Rules 


time 








House 


5 /O /07 


0 /OX 


Agreed to 


* 






Comnunicated 






by voice 








to Senate 






vote 








2/7/93 






2/23/93 


HJR563-Harris 


Requests the Secretaries 


Reported from 


Engrossed 


Referred to 


Reported 


Read 3rd 


Rules 


of Education, Economic 


Rules 2/5/93 


Agreed to by 


Rules 


from Rules 


time 




Development, and Health 




House 


2/9/93 


2/12/93 


Agreed to 




and Hunan Resources to 




Connunicated 






by voice 


* 


establish a Workforce 




to Senate 






vote 




Leadership Council to 




2/7/93 






2/16/93 




produce a coordinated 














program of workforce 














1 development. 
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1993 VIRGINIA GENERAL ASSEMBLY 

HIGHER EDUCATION and related bills 
Leflisletive 



FINAL EDITION 



March 4« 1993 
Comci I of Higher Education for VIrginie 

Anne Pratt - (804) 225-2629 

Frances Bradford > (804) 225-2613 
Pwtla Landrui - (804) 225-2632 



BILL- 
CHIEF PATRON 
COmiTTEE 



HJR568-Plum 
Education 



NARRATIVE DESCRIPTION 



Encourages the State 
Council of Higher 
Education for Virginia, 
the Virginia Conmunity 
College System, and the 
Conmownwealth's 
institutions of higher 
education to support the 
establishment of 
"Learning in Retirement" 
institutes and 
organi zat i ons. Spec 1 a I ly 
designed educational 
programs^ created, 
attended, and taught by 
retirees through 
membersh i p- governed 
institutes, these 
organizations permit 
retiree members to pursue 
educational activities 
without examinations, 
grades, or degrees. 



COMNinEE 
ACTION 



Assigned to 
education sub- 
committee:4 2/2/93 

Reported from 
Education 2/5/93 



CHAMBER 
ACTION 



Engrossed 
Agreed to by 
House 

Communicated 
to Senate 
2/7/93 



OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 



Referred to 

Rules 

2/9/93 



COMMITTEE 
ACTION 



CHAMBER 
ACTION 



Reported 
from Rules 
2/12/93 



Read 3rd 
time 

Agreed to 
by voice 
vote 
2/16/93 



HJR577-0iamonstein 
Education 



Directs the Council of 
Higher Education to 
conduct a study to 
evaluate the expansion of 
education opportunities 
in case management 
training. 



Assigned to 
Education sub- 
coninittee:4 2/2/93 

Reported from 
Education 2/5/93 



Engrossed 
Agreed to by 
House 

Communicated 
to Senate 
2/5/93 

Senate amend- 
ments agreed 
to by House 
2/25/93 



Referred to 

Rules 

2/9/93 



Reported 
from Rules 
2/21/93 



Read 3rd 

time 

Committee 
amendments 
agreed to 
Engrossed 
Amendments 
agreed to 
by voice 
vote 
2/23/93 



HJR581-Hims 
Rules 



Establishes a joint sub- 
cotmittee to study and 
recoimiend "family- 
friendly*' workplace 
policies for both the 
public and private 
sectors. Policies to be 
explored include tele- 
communicating, job and 
leave sharing, dependent 
assistance, flextime and 
alternative career paths. 



Assigned to Rules 

subco(Tinittee:3 

2/4/93 

Reported from 
Rules 2/5/93 



Engrossed 
Agreed to by 
House 

Conmunicated 
to Senate 
2/5/93 

Senate 
substitute 
agreed to by 
House 2/25/93 



Referred to 

Rules 

2/9/93 



Reported 
from Rules 
with 

substitute 
2/21/93 



Read 3rd 
tine 

C';2Miittee 
substitute 
agreed to 
Engrossed 
Agreed to 
by voice 
vote 
2/23/93 
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1993 VIRGINIA GENERAL ASSEMBLY 



March 4« 1993 
Comil of Higher Education for Virginia 



HIGHER EDUCATION and related bills Anne Pratt - (804) 225-2629 

Legislative SuMry - - * Frances Bradford - (804) 225-2615 

PMKla Landrui - (804) 225-2632 

FINAL EDITION 



BILL- 
CHIEF PATRON 
COmiTTEE 


NARRATIVE DESCRIPTION 


CONNITTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COmiTTEE 
REFERRED 
TO 


COmiTTEE 
ACTION 


CHAMBER 

ACTION 


HJR595-Darner 
Rules 

* 


Expresses the sense of 
the General Assembly 
encouraging the Governor 
to establish an 
appointment and 
reappointment policy to 
ensure gender -balanced 
and diverse membership on 
boards, commissions, 
collegial bodies, and 
comnittees. 


Reported from 
Rules with 
amencknents 2/3/93 


Conmittee 
amendnents 
agreed to 
Engrossed 
Agreed to by 
House 

Conmunicated 
to Senate 
2/5/93 

Senate amend- 
ment agreed to 
by House 
2/25/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
uith amend- 
ments 
2/21/93 


Read 3rd 
time 

Committee 
amendments 
agreed to 
Engrossed 
Agreed to 
uith 

amendnents 

fay voice 

vote 

2/23/93 


HJR600-Councill 
Rules 

* 


Requests the Secretaries 
of Education and Economic 
Development to study the 
feasibility and costs of 
implementing their 
recommendations made in 
response to HJR86 (1992) 
and to develop an 
implementation plan for 
the 1994-96 biennium with 
specific strategies. 


Reported from 
Rules 2/3/93 


Engrossed 
Agreed to by 
House 

Comnnunicated 
to Senate 
2/5/93 


Referrc-d to 

Rules 

2/8/93 


Reported 
from Rules 
2/21/93 


Read 3rd 
time 

Agreed to 

by voice 

vote 

2/23/93 


HJR623-BaU 
Rules 

* 


Requests the Joint 
Commission on Health Care 
in cooperation with the 
Governor to develop long 
term policy for the role 
of the state teaching 
hospitals and the Medical 
College of Hampton Roads 
in the provision of 
indigent health care and 
medical education. 


Assigned to Rules 

subconinittee:3 

2/4/93 

Reported from 
Rules 2/5/93 


Engrossed 
Agreed to by 
House 

CoRnunicated 
to Senate 
2/7/93 

Senate amend- 
ments agreed 
to by House 
2/25/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
with amend- 
ments 
2/21/93 


Read 3rd 
time 

Com\ ttee 
amencinents 
agreed to 
Engrossed 
Agreed to 
with 

amandRtsnts 
by voice 
vote 

2/23/93 


K J R634 -Robinson 
Education 

* 


Requests the State 
Council of Higher 
Education to assist the 
Martin Luther King, Jr., 
Memorial Connission by 
surveying public and 
private colleges to 
identify monuments, 
roads, buildings, 
programs, etc., names in 
his honor on the campuses 
of such schools. 


Assigned to 
Education sub- 
cofflmittee:4 2/2/93 

Reported from 
coucaiion ^/j/tj 


Engrossed 
Agreed to by 
House 

Communicated 
to Senate 


Referred to 
Rules _ - 
2/9/93 


Reported 
from Rules 
2/21/93 


Read 3rd 
time 

Agreed to 
by voice 
vote 


HJR637- 

Van Landingham 
Educat i on 

* 


Requests the Board of 
Education to support the 
inclusion of arts in 
World Class Education. 


Assigned to 
Education sub- 
commit tee: 4 2/3/93 

Reported from 
Education 2/5/93 


Engrossed 
Agreed to by 
House 

Conmunicated 
to Senate 

2/7/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
2/12/93 


Read 3rd 
time 

Agreed to 
by voice 
vote 

2/16/93 
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1993 \IRGIIIIA GENERAL ASSEMBLY 



Itarch 4, 1993 
Counci I of Higher Education for Virginia 



HIGHER EOUCATIOM 9nd related bills Anne Pratt - (804) 225-2629 

Legislative Su-ary Frances Bradford - (804) ^-2613 

PaM»la Landnn * (804) 22S-2632 

FINAL EDITION 



BILL- 
CHIEF PATRON 
COMIITTEE 


NARRATIVE DESCRIPTION 


CGMIITTEE 
ACTION 


CHAMBER 
ACT ION 


OPPOSITE 

COMMITTEE 
REFERRED 
TO 


mMHf TTPP 
MJ^Mi 1 1 CC 

ACTION 


CHAMBER 
ACTION 


HJR638- 

Van Landingham 
Rules 

* 


Establishes a joint sub- 
committee to study the 
status and the need for 
academic preparation^ 
financial aid and 
incentive programs to 
encourage minorities to 
pursue post secondary 
education and training. 


Assigned to Rules 

subco(nnittee:3 

2/4/93 

Reported from 
Rules with sub- 
stitutes 2/6/97 


Committee sub- 
stitute agreed 
to Engrossed 
Agreed to by 
House 

Comnunicated 
to Senate 
2/9/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
2/12/93 


Read 3rd 
time 

Agreed to 
by voice, 
vote 
2/16/93 


HJR639- 

Van Landingham 
Educat i on 

* 


Requests the State 
Council of Higher 
Education to review the 
use of discretionary aid 
funds for undergraduate 
and graduate study, and 
the assignment of the 
Council's Equal Education 
Opportunity Unit. 


Assigned to 
Education sub- 
committee:4 2/2/93 

Reported from 
Education 2/7/93 


Engrossed 
Agreed to by 
House 

Comnunicated 
to Senate 

2/9/93 

Senate amend- 
ment agreed to 
by House 
2/18/93 


Referred to 

Rules 

2/9/93 


Reported 
from Rules 
with amend- 
ments 
2/12/93 


Read 3rd 
time 

Comnittee 
amendment 
agreed to 
Engrossed 
Agreed to 
with 

amendment 

by voice 

vote 

2/16/93 


HJR6A3- 

Van Landingham 
Health, Welfare 
and Institutions 

* 


Requests the Department 
of Rehabilitative 
Services to convene a 
consortium of 
representatives from 
various fields to 
identify barriers in 
research, the training of 
service providers, and 
other areas of physical 
and sensory disabilities 
to more adequately 
identify and apply new 
findings and 
technologies. 


Assigned to 
neaiin, we i Tare 
and Institutions 
subcommittee:! 
2/2/93 

Referred to 

Appropriations 

2/2/93 

Reported from 
Appropr i at i ons 
with amendments 
2/6/93 


Committee 
amendment 
agreed to 
Engrossed by 
House 

Agreed to by 
House by voice 
vote 

Comnunicated 
to Senate 
2/9/93 


Referred to 
Rul es 
2/10/93 


Reported 
2/12/93 


Read 3rd 
time 

Agreed to 
by voice 
vote 
2/16/93 


HJR653-Brickley 
Rules 

* 


Encourages the Governor, 
state and local 
officials, and the 
leaders of educational 
institutions and civic 
organizations to work 
together to prepare a 
Virginia strategy for 
sustainable development. 


Reported from 
Rules with amend- 
ments 2/5/93 


Comnittee 
amendnent 
agreed to 
Engrossed 
Agreed to by 
House 

Communi cated 
to Senate 
2/7/93 


Referred to 
Rulei^ 
2/9/93- - 


Reported 
from Rules 
2/12/93 


Read 3rd 
time 

Agreed to 
by voice 
vote 
2/16/93 


HJR761-Hayer 
* 


Commending Dr. Richard J. 
Ernst for his 25th 
anniversary as President 
of Northern Virginia 
Community College. 


Presented and laid 
on Speaker's table 
1/16/93 


Engrossed 
Agreed to by 
House by voice 
vote 1/29/93 






Laid on I 
Clerk<s - 
desk 

2/1/93 * 

Agreed to | 
by Senate ^ 
by voice 
vote , 
2/4/93 
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1995 VIRGIMIA GEMEtAL ASSENILY 



March 4« 1995 
Couici I of Ml^er Education for Virginia 



HIGHER EOUCATIOM and related bills Anne Pratt - (804) 225-2629 

Legifttative Suwary Frances Bradford - (804) 225-263 

Paaiela Landna - (804) 225-2652 

FINAL EDITION 



BILL- 
CHIEF PATRON 
CCmiTTEE 


NARRATIVE DESCRIPTION 


COMNITTEE 
ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COmiTTEE 
REFERRED 
TO 


CQMNinEE 
ACTION 


CHAMBER 
ACTION 


HJR771 -Cunningham 
* 


Coflvnending the School of 
Nursing of the Medical 
College of Virginia of 
Virginia Connonwealth 
University on the 
celebration of its 
centennial year. 


Presented and laid 
on Speaker's table 
1/26/93 


Engrossed 
Agreed to by 
House by voice 
vote 

Communicated 
to Senate 
2/9/93 






Laid on 
Clerk's 
desk 
2/10/93 

Agreed to 
by Senate 
by voice 
vote 
2/18/93 


H J R 772 - Cunn i ngham 
* 


Conmending Virginia 
Coomonuealth University 
on its twenty-fifth 
anniversary. 


Presented and laid 
on Speaker's table 
1/26/93 


Engrossed 
Agreed to by 
House 

Coirmunicated 
to Senate 
2/9/93 






Laid on 
Clerk's 
desk 
2/10/93 

Agreed to 
by Senate 

2/14/93 


HJR774-Christian 
* 


Conrnending Hampton 
University on the 
occasion of its 125th 
anniversary. 


Presented and laid 
on Speaker's table 
1/26/931 


Engrossed 
Agreed to by 
House 

Connunicated 
to Senate 
1/29/93 






Laid on 
Clerk's 
desk 
2/1/93 

Agreed to 
by Senate 
2/4/93 


HJR776-Way 
* 


Confnending the University 
of Virginia Men's soccer 
team. 


Presented and laid 
on Speaker's tab^e 
1/26/93 


Engrossed 
Agreed to by 
House 

Connunicated 
to Senate 
1/29/93 






Laid on 
Clerk's 
desk 
2/1/93 

Agreed to 
by Senate 

2/4/93 


HJR793-HaU 
* 


Commending the Medical 
College of Virginia, 
Virginia Commonwealth 
University School of 
Dentistry on its 
centennial anniversary. 


Presented and laid 
on Speaker's table 
1/28/93 


Engrossed 
Agreed to by 
House by voice 
vote 

Connunicated 
to Senate 
2/5/93 






Laid on 

Clerk's 

desk 

2/8/93 

Agreed to 
by Senate 
Vj voice 
vote 
2/11/93 


HJR805> Grayson 
* 


Commending the College of 
William and Mary in 
Virginia on the occasion 
of its tercentenary 
celebration. 


Presented and laid 
on Speaker's table 
2/8/93 


Engrossed 
Agreed to 
House by voice 
vote 

Connunicated 
to Senate 
2/9/93 






Laid on 
Clerk's 
desk 
2/10/93 

Agreed to 
by Senate 

by voice 

vote 

2/18/93 
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1993 VIRGINIA GENERAL ASSEMBLY 



Narch 4, 1993 
Couvri I of Higher Education for Virginia 



HIGHER EDUCATION and related bills Anne l»ratt - <a04) 225-2629 

LMiclAtiw* -iMir r - - - Frances Bradford - (804) 225-2613 

Legislative S«ary ^^^^ ^^^^ 225-2632 

FINAL EDITION 





BILL- 
CHIEF PATRON 
COWITTEE 


NARRATIVE DESCRIPTION 


COPfllTTEE 
ACTION 


CHANBET: 
ACTION 


OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 1 
ACTION 




SB532* Andrews 
Education & Health 

* 


Incorporates the 
reconmendations from the 
1992 report of the 
special Review Connittee, 
mandated by Item 267 of 
the 1992 Appropriations 
Act, on the performance 
and potential of the 
Center for Innovative 
Technology. The 1992 
Appropriations Act 
mandated that*a "review 
of the performance of the 
Center for Innovative 
Technology and future 
funding levels and 
sources be conducted by a 
Review Committee. The 
Committee shall also 
develop a plan to provide 
guidance for maximizing 
the Center's potential." 


Reported from 
Education & Health 
1/21/93 


Constitutional 
reading 
dispensed 
1/22/93 

Read 2nd time 
and Engrossed 
1/25/93 

to House 
1/28/93 

Enrolled 
2/26/93 


Referred to 
General 
Laws 
1/28/93 

Assigned to 
General 
Laws sub- 
CQmmittee:4 
1 /29/93 


Reported 

from 

General 

Laws 

2/15/93 


Read 2nd 

time 

2/16/93 

Read 3rd 

time 

Passed 

House 

2/17/93 


SB551 -Andrews 
Finance 

■* 


Authorizes the issuance 
of revenue bonds in the 
amount of $110,375,000 
plus the cost of 
issuance, for capital 
projects of certain 
institutions of higher 
education. 


KcpurkCU TrOfn 

Finance 2/2/93 


Engrossed 
2/4/93 

Read 3rd time 
Passed Senate 
Communicated 
to House 
2/5/93 

House sub- 
stitute agreed 
to by Senate 

2/22/93 


Referred to 
Appropria- 
tions 
2/10/93 


Reported 
from 

Appropria- 
tions with 
substitute 
2/16/93 


Read 3rd 
time 

Cofimittee 
substitute 
agreed to 
Engrossed 
Passed 
House with 
substitite 
2/18/93 


SB611-Schewel 
Education and 
Health 

* 


Revises certain 
definitions related to 
professional counseling. 
This provision rewrites 
the definitions of 
"appraisal activities," 
"counseling," and 
"professional co^jnselor"; 
strikes the definition of 
"counseling, guidance and 
personnel consulting"; 
and inserts a new 
definition of "counseling 
treatiaent intervention." 
These revised definitions 
modernize the scope of 
the practice of 
professional counselors* 


Reported from 
Education and 
Health 1/21/93 


Constitutional 
reading 
dispensed 
1/21/93 

Read 2nd time 
and Engrossed 
1/22/93 

Communicated 
to House 
1/26/93 


Referred to 
Health, 
Welfare %nd 
Institu- 
tions 
1/28/93 

Assigned to 
Health, 
Welfare and 
Institut- 
ions sub- 
committee: 
2 

2/11/93 


Reported 
from 
Health, 
Welfare and 
Institu- 
tions 
2/16/93 


Read 2nd 

time 

2/17/93 

Read 3rd 

time 

Passed 

House 

2/18/93 
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1993 VIRGIMIA GEMEtAL ASSENIILY 



•larch 4, 1993 
Comil of Higher Education for Virginia 



HIGHEtEDUCATIOM and related bills Anne Pratt - (804) 225-2629 

Legislative SuMry - - • Frances Bradford - (804) 225 2613 

f>wela Landrui - (804) 225-2632 

FINAL EDITION 



BILL- 






CWWcR 


OKf^JSI IC 






CHIEF PATRON 


MARRATIVE DESCXIPTIuN 


cum 1 itC 






fTlM I TTPP 

wu^ni 1 ICC 




COmiTTEE 




ACTION 




uDIOTIT ICC 


ACT l\M 


ACT lUM 








DCCCDDCn 




















SB613-«iller, Y.B. 


Adds certain exenptions 


(reported from 


lunencincnis 








General Laws 


authorized in the 1992 


General Laws 


agreed to 


Genera I 




t ime 




Appropriations Act to the 


1/20/93 


Engrossed 


Laws 


Laws sub* 


P /10/07 




list of exemptions 




Coivnun i ca t ed 






Read 3rd \ 




contained in the Virginia 




to House 




2/8/93 




Personnel Act. This list 




1/25/93 






t ime 




of additional exenptions 








Reported 


Passed ! 




includes certain 








from 


Hosue 




enployees of the Science 








General 


2/22/93 




Museun, the Frontier 








Laws 






Culture Huseun, the 








2/18/93 






Jamestown- Yorktown 














Foundation, the State 














Library and Archives, the 














Museum of Natural History 














and the State Council of 














Higher Education. 












SB639-Gartlan 


Requires every state 


Reported from 


Read cTXi time 


Referred to 


Reported 


Keaa cna 


General Laws 


agency, by August 15, 


General Laws 


Engrossed 


General 


trom 


\ line 




1993, to properly file 


i/cf/r5 




1 <ii_M> 0 IL /o^ 

Laws ci**iT^ 


Genera I 






with the Registrar any 








Laws with 


Read 3rd 


* 


regulation currently 




Passed by for 


Assigned to 


amendments 


time 




beinn enforced and 




the day c/i/ri 


General 








subjoct to the Register 






Laws sub" 








Act. 




Read 3rd time 


committee:2 




agreed to 








Passed Senate 


2/5/93 




Engrossed 








Conmunicated 






Passed 








to House 






House with 








2/2/93 






amendments 














2/17/93 








House amend- 














ments agreed 














to by Senate 














2/19/93 














Enrolled 














2/27/93 








SB663- Barry 


Requires the installation 


Reported from 


Read 2nd time 


Referred to 


Reported 


Read 3rd 


Transportation 


of warning signs at all 


Transportation 


Committee sub* 


Roads and 


from Roads 


time 


removing, and 


with substitute 


stitute agreed 


Internal- 


and 


Passed 




iimiobi I i ration of 


2/4/93 


Engrossed 


Navigation 


Internal 


House 


* 


trespassing vehicles. 




Passed Senate 


2/11/93 


Navigation 


2/18/93 






Conrnunicated 




2/16/93 










to House 














2/8/93 
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1993 VIRGIMIA GENERAL ASSEMBLY 



March 4« 1993 
Counci t of Higher Education for Virginia 



HIGHER EDUCATIOK related billa Anne Pratt - (804) 225-2629 

Leaifilative SiMBrv Frances Bradford - <804> 22S-'2613 

t.«9i»i«iiYir J ^^^^ Landrui - C804) 22S-2632 

FINAL EDITION 



BILL- 
CHIEF PATRON 
COMMITTEE 


NARRATIVE DESCRIPTION 


OVMITTEE 
ACTION 


CNAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CNAMBER 
ACTION 


SB780-Goode 
Finance 

* 


Establishes a mechanism 
by which retired state 
employees may take 
advantage of a 
reimbursement of up to 
$75 a month for health 
insurance premiums paid 
on a personal health 
insurance policy. 


Reported from 
Finance 2/4/93 


Engrossed 
Passed Senate 
Communicated 
to House 
2/8/93 

House 

substitute 
agreed to by 
Senate 2/25/93 


R^fprr^d to 

Appropria- 
tions 
2/11/93 


Reported 
from Appro- 
priations 
2/19/93 


Read 2nd 

time 

2/23/93 

Read 3rd* 
time 

Coflinittee 
substitute 
agreed to 
Engrossed 
Passed 
House with 
substitute 
2/24/93 


SB782-Walker 
Education and 
Health 

* 

(Approved by 
Governjr Chapter 
12 effect 7/1/93) 


Repeals the sunset clause 
included in Senate Bill 
362 (Chapter 124) of 
1988, relating to 
eligibility of instate 
tuition charges for 
military dependents. The 
sunset clause requires 
expiration of the 
amendments included in 
SB362 of 1988 only on 
July 1, 1993, and that 
the law shall continue in 
force as it existed prior 
to July 1, 1988. 


Reported from 
Education and 
Health 1/28/93 


Read 1st time 
2/1/93 


Referred to 

Education 

2/4/93 


Reported 
from 

Education 
2/5/93 


Read 2nd 

time 
2/6/93 

Read 3rd 

time 

passed 

'^ouse 
2/7/ <J3 

Enrolled 
2/15/93 

Signed by 
Speaker 
Signed by 
President 
2/16/93 



ERIC 



75 



20 



1993 VlttGINIA 6EMERAL ASSEMBLY 



March 4. 1993 
Counci I of Higher Education for Virginia 



HIGHER EDUCATION and related bills Anne Pratt - (804) 225-2629 

Legislative SwMry * - * Frances Sradford - (804) 225-2613 

Pawla LandrtM - (804) 225-2632 

FINAL EDITION 



BILL- 






CHAMBER 


OPPOSITE 






CHIEF PATRON 


NARRATIVE DESCRIPTION 


COMMITTEE 


ACTION 


CHAMBER 


COMIITTEE 


CiMHBcR 


COmiTTEE 




ACTION 




CaWITTEE 
REFERRED 
TO 


ACTION 


ACTION 


SB790-Houck 


Requires state agencies 


Reported from 


Read 2nd time 


Referred to 


Assigfied to 


Read cna 


Local Government 


to submit capital project 


Local Government 


Engrossed 


Loun k 1 es , 


Count i es , 


time 




plans to the locality in 


Wiin amenonienis 


c/H/ro 




k« I k 1 C9 « 


2/22/95 


(Same as HBi943) 


which the project will be 






Towns 


Towns sub' 






bui It so that the 




Read 3rd time 


0 /in/OT 
c/lU/yJ 


conmi ttee:3 


Read oro 




locality can determine: 




Passed Senate 






t ime 




whether the plans are 




Communi cated 






Uwilllll \ kCC 




consi stent .wi th the 




to House 










locality's conprehensive 




2/5/93 




Trom 


agreea lo | 




plan. In addition, state 








Count i es , 


cngrosscQ , 




agencies are req'iired to 




House 




C 1 1 i es & 


Passed 




cooperate with a locality 




substitute 




lowns with 


House with 




in providing information 




with amendiKM^t 




substitute 


suDsiiiuie 




during the locality's 




agreed to by 




5/10 /OT 






comprehensive planning 




Senate 2/25/93 






2/23/93 




process. Also, state 














agencies are required to 














submit all relevant 














information that would be 














required of a private 














developer under the 














locality's zoning. 














subdivision, etc.. 














ordinances prior to 














construction. The local 














review shall be for 














advisory purposes only. 












SB817-MiUer, K.G. 


Provides a retirement 


Reported from 


Read 2nd time 


Referred to 


Reported 


Read 2nd 


Finance 


benefit option by which a 


Finance 2/3/93 


Engrossed 


Appropria- 


from 


time 




member may elect to 




2/5/93 


tions 


Approprlati 


2/22/93 


* 


receive a temporary 
increase in retirement 
pay at his retirement, 
such increase to stay in 
effect until an age 
between 59 1/2 through 70 
1/2, when it will be 
reduced by the actuarial 
equivalent of the 
temporary increase. At 
age 59 1/2 through 70 1/2 
other benefits should be 
available and payable to 
the retiree so that no 
actual reduction in 
income is suffered. 




Read 3rd time 
Passed Senate 
Comnunicated 
to House 
2/8/93 


2/11/93 


ons 2/19/93 


Read 3rd 
time 
Passed 
House 

2/23/93 

; 
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FINAL EDITION 



BILL- 
CHIEF PATRON 
COMMITTEE 


NARRATIVE DESCRIPTION 


COMMITTEE 
ACTION 


CHiWER 
ACTION 


OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


SB989-Schewel 
General Laws 

(Same as HB22U) 


Codifies the Workforce 
2000 Advocacy Council, 
originally appointed in 
1991, as a teirporary 
collegial body within the 
executive branch. The 
21-inefflber Council is to 
promote and inplement the 
recommendations cf the 
Governor*s Advisory 
Cocrmittee on Workforce 
2000 contained in its 
March 1991 report. 
Partnerships for 
Excellence: The Virginia 
Plan for Strengthening 
the Connonwealth^s 21st 
Century Workforce. 


Reported from 
General Laws 
2/8/93 


Read 2nd time 
Engrossed 
Passed Senate 
Conmunicated 
to House 
2/9/93 

House 
amendnent 
agreed to by 
Senate 2/24/93 


Referred to 
General 
Lews 
2/11/93 


Assigned to 
General 
Laws sub- 
coninittee:3 
2/11/03 

Reported 

from 

General 

Laws with 

amendments 

2/18/93 


Read 2nd 

time 

2/19/93 

Read 3rd 
time 

Committee 
amendments 
agreed to 
Engrossed 
Passed 
House with 
amendnents 
2/22/93 


SB990-Schewel 
General Laws 

* 


Establishes the Virginia 
Business-Education Part- 
nership Program within 
the Office of the 
Secretary of Education to 
expand business involve* 
ment in public education 
and workforce training 
arid to promote strategic 
education reform partner- 
ships in support of World 
Class Education. 


Reported from 
General Laws with 
amendments 2/8/93 


Read 2nd time 
amendments 
agreed to 
Engrossed 
Passed Senate 
Cofimunicated 
to House 
2/9/93 


Referred to 
General 
Laws 
2/11/93 


Assigned to 
General 
Laws su^' 
cofflmittee:4 
2/11/93 

Reported 

from 

General 

Laws 

2/18/93 


Read 2nd 

time 

2/19/93 

Read 3rd 

time 

Passed 

House 
2/22/93 
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FINAL EDITION 



BILL- 








IJIt^Al It 






CHIEF PATRON 


NARRATIVE DESCRIPTION 


OOMHITTEE 


ACTION 


CHMWcK 


CuPHITTcc 


ntiMnrit 


COMMITTEE 




ACTION 




CuMNlTTcc 
RErtKRED 

Tfl 


AUl IIM 


ACi lUN 


SB99A-Schewel 


... 

Establishes the Virginia 


Reported from 


Keao cna iime 






Read 2nd 


General Laws 


Advisory Council for 


benerai lbws wi in 




RpnPPA 1 
UCI nsl a L 


Csneral 


t ime 




AuUll CaUQakiOrif 


• UDak 1 lUlC w O/ 7J 




Laws 


Laws sub' 


2/19/93 




Literacy, and Training to 






P/11 /93 


cmmni f ^#kA* A 




vSaiT)6 &S KBcloyv 


prOVlOc TOP \. 1 / an 

imegraieQ nuiki*agency 




Pno mc c 




2/11/93 

b/ 11/ 


Read 3rd 
tiM Floor 




approaCn TOP xne aeiivery 








pofy^rted 


amendments 




of Quality adult 




Uftt IC A 




from 


no reed to 

^^^^ 




Cviucakionf ii^eracyf anu 




2/9/95 




Genera I 


Engrossed 




kra inins «>crvicc9j ^ii/ 








Laws 


Passed 




maximun) diversity of such 




Uftt iCA Aff^knH' 




2/18/93 


MiVJSfr ui th 




programs, services, and 




HWkn^c Anr*A<^4 

Hicnkd B^rceu 






iMHTwfcii»ntc 

Qll^l KAI^« Ik* 




phi losophies^ and ( i i i ) 




^ r\ m 1 C Ama ^ a 

vp nu odnakC 






2/22/93 




coordinator and 














munikorins ot aucn 














programs with the 














Luninonweaikn* Aniong i 




























Advisory Lounci I is 














wild }f C\J Ml kll laU-l LI kOlbll l)f 














A ^ Anr*H 1 no^ 1 f\n at iI ^ 

kfic couruinaLiun ot oauik 




























training services and 














programs among agencies 














of the Commonwealth; 














making reconinendations to 














the Governor, the General 
Assembly, and relevant 


























state boards; and 














promoting public/private 














partnerships and 














collaboration for adult 














education, literacy, and 














training programs 














throughout the 














Comitonwealth. 
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March K 1995 
Comcil of Higher Education for Virgima 



HIGHER 
Legislative 



EDUCATION 
ary • • - 



and related bills 



Ame Pratt - (804) 225-2629 

Frances Bradford - (804) 225-2613 
pMela Landna - (804) 225-2632 



FINAL EOITIOM 



BILL- 
CHIEF PATRON 
COMMITTEE 



SB1U03-Saslaw 
Education and 
Health 



NARRATIVE DESCRIPTION 



Removes the expiration 
date of June 30, 1993, 
from the provisions which 
require the Board of 
Medicine to license 
individuals who are not 
doctors of medicine, 
osteopathy or podiatry as 
•*acupunc tur i sts . " 
"Physician acu- 
puncturists" are doctors 
licensed by the Board of 
Medicine in the areas of 
medicine, osteopathy or 
podiatry. The definition 
of acupuncture is struck 
and a definition of 
"practice of acu- 
puncture"is provided, 
which includes "stimu- - 
lation of certain points 
on or near the surface of 
the body by the insertion 
of needles to prevent or 
modify the perception of 
pain." 



COmiTTEE 
ACTION 



Reported from 
Education and 
Health with sub- 
stitute 2/4/93 



CHAMBER 
ACTION 



Read 2nd time 
Coflinittec sub- 
stitute agreed 
to 

Engrossed 
Passed Senate 
Coavnunicated 
to House 
2/9/93 



OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 



Referred to 
General 
Laws 
2/11/9? 



OOMITTEE 
ACTION 



Assigned to 


Reed 2nd 


General 


time 


Laws sub- 


2/19/93 


co(nnittee:3 




2/11/93 


Read 3rd 




time 




Passed 


Reported 


House 


from 


2/24/93 


General 




Laws 




2/18/93 





CHAMBER 
ACTION 



SBIOOS-Farley 
Education and 
Health 



Directs the Board of 
Dentistry to promulgate 
regulations requiring the 
completion of a minimtan 
of 15 credit hours of 
continuing education 
annually for renewal or 
reinstatement of 
licensure as a dental 
hygienist after March 1, 
1995. 



Reported from 
Education and 
Health with 
amendments 2/4/93 



Read 2nd time 
Committee 
amendments 
agreed to 
Engrossed 
Passed Senate 
Comnuni cated 
to House 
2/8/93 



Referred to 
General 
Laws 
2/11/93 



House 
ments agreed 
to by Senate 
2/19/93 



Assigned to 


Read 2nd 


General 


time 


Laws sub- 


2/11/93 


committee:2 




2/11/93 


Read 3rd 




time 


Reported 


Committee 


from 


amendnents 


General 


agreed to 


Laws with 


Floor 


amendments 


amendments 


2/15/93 


agreed to 




Engrossed 




Passed 




House with 




Amendnents 




2/17/93 
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FINAL EDITION 





BILL- 
CHIEF PATRON 
COMMITTEE 


NARRATIVE DESCRIPTION 


commEE 

ACTION 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBER 
COmiTTEE 
REFERRED 
TO 


CQMNinEE 
ACTION 


CHAMBER 
ACTION 


• 


SBIOAO'Chichester 
Conmerce and LaLor 


Authorizes the use of 
informal conferences to 
resolve workers' 
compensation disagree* 
ments. Under the bill, 
if either an employer or 
employee rec|ues^s a con* 
ference, the Workers' 
Compensation Commission 
assigns the matter to a 
mediator, who is required 
to make a written 
recommendation. If both 
parties agree to such 
reccirmendation, it is 
binding. The bill 
permits eitehr party to 
apply to the Commission 

fnr » h^flrina for iccit»c 

1 Vi a Ileal 1 1 ly 1 VI 1 

remaining in dispute. 


Reported from 
Commerce and Labor 
with substitute 
2/8/93 

- 


Read 2nd time 
Committee 
substitute 
agreed to 
Engrossed 
Passed Senate 
Communicated 
to House 
2/9/93 

House 

amendments 
agreed to by 
Senate 2/23/93 


Referred to 
Commerce 
and Labor 
2/11/93 


Reported 
from 

Comnerce 
and Labor 
with amend- 
ments 
2/17/93 


Read 3rd 

time 

Committee 
amendments 
agreed to 
Engrossed 
by House 
passed 
House with 
amendment 
2/19/93 




SJR92-Nolen 
Rules 

* 


Requests the College of 
Agriculture and Life 
Sciences at Virginia Tech 
to expand its research 
initiatives to identify 
innovative applications 
of forestry, agricultural 
and biotechnological 
resources endemic to the 
Blue Ridge region. 


Reported from 
Rules 1/15/93 

Read first time 
1/18/93 


Read second 
time 

Engrossed 
1/19/93 

Agreed to by 
Senate by 
voice vote and 
conmunicated 
to House 
1/21/93 


Referred to 

Rules 

1/25/93 


Reported 
from Rules 
2/15/93 


Agreed to 

by House 
2/17/93 




SJR174-Goode 
Rules 

* 


Directs agencies of the 
Commonwealth to provide 
mcjifcers of General 
Assc(ft)ly cofvmitttes with 
copies of federal laws 
and regulations that 
purport to mandate 
legislative action by the 
Commonwealth. 


Reported from 
Rules with 
amendMnts 1/29/93 


Committee 
amendMtnts 
agreed to 
Engrossed 

2/2/93 

Agreed to by 
Senate 

comnunicated 
to House 
2/2/93 


Referred to 

Rules 

2/4/93 


Reported 
from Rules 
2/15/93 


Agreed to 
by House 
2/17/93 


• 


SJR183-Miller, Y. 
Rules 

* 


Requests the Department 
of Education, in conjunc* 
tion with the Virginia 
Conmunity College System, 
to examine the develop- 
ment and establishment of 
school* to* work transition 
programs. 


Reported from 
Rules with 
amenctents 1/29/93 


Committee 
amendments 
agreed to 

Engrossed 
2/2/93 

Agreed to by 
Senate and 
coanunicatcd 
to House 
2/2/93 

House sub- 
stitute agreed 
to by Senate 

2/19/93 


Referred to 

Rules 

2/4/93 


Reported 
from Rules 
with sub* 
stitute 
2/15/93 


Committee 
substitute 
agreed to 
Engrossed 
Agreed to 
by House 
with sub* 
stitute 
2/17/93 
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FINAL EDITION 



BILL- 
CHIEF PATRON 
COMMITTEE 


NARRATIVE DESCRIPTION 


OOmiTTEE 
AaiON 


CHAMBER 
ACTION 


OPPOSITE 
CHAMBE.^ 
CCmiTTEE 
REFERRED 
TO 


COWITTEE 
ACTION 


CHAMBER 
ACTION 


SJR2U-Ualker 
* 


Conmending Old Dominion 
University on their 
sailing team. 


Laid on Speakers 
desk 1/19/93 


Coommicated 
to House 
1/21/93 


Laid on 
Speakers 
desk 
1/25/93 




r 

Agreed to 
by House 
1/29/93 


SJR228-Holland,EH 
Rules 

* 


Requests Council on Human 
Rights, with assistance 
from Norfolk State 
University and Virginia 
Commonwealth University^ 
to study the inpact of 
racial and cultural 
insensitivity on violent 
crime, access to housing, 
education, health care, 
job opportunities, and 
economic development. 


Reported from 
Rules 1/29/93 


Engrossed 
Agreed to by 
Senate 

Comnunicated 
to House 
2/2/93 

House amend- 
ments agreed 
to by Senate 
2/19/93 


Referred to 

Rules 

2/A/93 


Reported 
from Rules 
with amend- 
ments 
2/15/93 


Committee 
Amendments 
agreed to 
Engrossed 
Agreed to 
by House 
with 

amencAnents 
2/17/93 

Title 
amended 

2/19/93 


SJR239-Cross 
Rules 

* 


Requests JLARC to form- 
ulate a strategic plan 
for the development end 
use of all state-owned 
buildings and lands, 
including recocrmendations 
for the disposal of 
unnecessary properties, 
with the proceeds from 
the sale reverting to the 
general fund. 


Reported from 
Rules with sub- 
stitute 2/5/93 


Read 2nd time 
Committee sub- 
stitute agreed 
to Engrossed 
by Senate 
Agreed to by 
Senate by 
voice vote 
Comnunicated 
to House 
2/9/93 


Referred to 

Rules 

2/11/93 


Reported 
from Rules 
2/15/93 


Agreed to 
by House 
2/17/93 


SJR2A1-Stosch 
Rules 

* 


Establishes a joint sub- 
comnittee to examine 
functions of government 
to determine which may be 
successfully privatized. 
Six legislative wtabtra 
and four gubernatorial 
appointees, to be 
selected from the 
business coimiunity, will 
constitute the joint sub- 
conmittee. 


Referred to Rules 
1/25/93 

Reported from 
Rules with 
aawnrtatnts 2/5/93 


Read 2nd time 
Committee 
amendnient 
agreed to 
Engrossed by 
Senate 

Agreed to by 
Senate by 

voice vote 
2/8/93 

Communicated 
to House 
2/9/93 

House amend- 
ments agreed 
to by Senate 
by voice vote 
2/25/93 


Referred to 

Rules 

2/11/93 


Reported 
from Rules 
with 

smefidificfit s 
2/22/93 


Conmittee 
amendments 
agreed to 
Engrossed 
Agreed to 
by House 
with 

Amendiients 

2/2A/93 
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HIGHER EDUCATIOK and related bills 
Legislative Staaary * — 



FINAL EDITION 



Anne Pratt 
Frances Bradford 
Kla Landrui 



(804) 225-2629 
225-2613 
C804) 225-2632 



BILL- 
CHIEF PATRON 
OVMITTEE 



NARRATIVE DESCRIPTION 



CGMNITTEE 
ACTION 



CHAMBER 
ACTION 



OPPOSITE 
CHAMBER 
COMMITTEE 
REFEd^ 
TO 



COWIITTEE 
ACTION 



CHAMBER 
ACTION 



SJR257-Wampler 
Rules 



Encourages the Virginia 
Conmunity College System, 
the Department of 
Education and the local 
school divisions to 
identify and use all 
available resources to 
iirpleinent Technical 
Preparation (Tech Prep) 
programs. Tech Prep is a 
four-year program that 
links secondary and post- 
secondary education to 
provide students with the 
technical and academic 
skills they need to be 
successful in the 
workplace. 



Referred to Rules 
1/26/93 

Reported from 
Rules 2/5/93 



Read 2nd time 
Engrossed 
Agreed to by 
Senate by 
voice vote 
Connunicated 
to House 
2/9/93 



Referred xo 

Rules 

2/11/93 



Reported 
from Rules 
2/15/93 



Agreed to 
by House 
2/17/93 



$JR259-Waddell 
Rules 



Requires the Department 
for the Rights of 
Virginians with 
Disabilities (i> to 
conduct a study to 
determine compliance with 
the adninistrative 
requirements of Title II 
of the Americans with 
Disabilities Act by state 
agencies and institutions 
and (ii) to study and 
develop appropriate 
strategies for state 
agencies to determine 
compliance by entities 
that receive or benefit 
from state financial 
assistance. 



Referred to Rules 
1/26/93 

Reported from 
Rules 2/5/93 



Read 2nd time 
Engrossed 
Agreed to by 
Senate by 
voice vote 
Connunicated 
to House 
2/9/93 



Referred to 

Rules 

2/11/93 



Reported 
from Rules 
2/15/93 



Agreed to 
by House 
2/17/93 



SJR300-Lambert 



Conmending Virginia 
Commonwealth University 
on its twenty-fifth 
anniversary. 



Laid en Clerk^s 
desk 1/26/93 



Engrossed by 
Senate 

Agreed to by 
Senate by 
voice vote 
Communicated 
to House 
1/28/93 



Laid on 

Speakers 
table 

2/1/93 

Agreed to 
by House 
by voice 
vote 
2/25/93 



SJR322-Lucas 
Rules 



Requests the State 
Council of Highcr 
Education to study the 
feasibility of 
establishing a college 
financial aid program for 
foster care youth. 



Reported from 
Rules 2/5/93 



Read 2nd time 
Engrossed 
Agreed to by 
Senate 

Coflinunicated 
to House 
2/9/93 



Referred to 

Rules 

2/11/93 



Reported 
from Rules 
2/19/93 



Agreed to 
by House 

2/23/93 
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FINAL EDITION 







BILL- 
CHIEF PATRON 
COWITTEE 


NARRATIVE DESCRIPTION 


COMMITTEE 
ACTION 


CHAMBER 
AaiON 


OPPOSITE 
CHAMBER 
COMMITTEE 
REFERRED 
TO 


COMMITTEE 
ACTION 


CHAMBER 
ACTION 


SJR332' Lucas 
Rules 

* 


Requests the Joint 
Comnission on Health Care 
to study the feasibility 
of creating health plan 
purchasing cooperatives 
which could benefit from 
the economies of 
cooperative purchasing to 
provide affordable health 
care to Virginians. 


Reported from 
Rules 2/5/93 


Read 2nd time 
Engrossed 
Agreed to by 
Senate by 
voice vote 
Comnunicated 
to House 
2/9/93 


Referred to 

Pules 

2/11/93 


Reported 
from Rules 
2/19/93 


• 

Agreed to 
by House 
2/23/93 


/SJR339-Howell 
Rules 

* 


Requests the State 
Council of Higher 
Education in Virginia and 
the Virginia Community 
College System to 
evaluate th^ need for and 
develop a program which 
will address the 
educational needs of 
mental health providers 
who treat victims of 
sexual abuse and 
offenders. 


Reported from 

Dill AC 7/*>/0'^ 

KUieS 


Read 2nd to 

Agreed to by 
Senate 

Comnunicated 
to House 
2/9/93 

House sub- 
stitute agreed 
to by Senate 
2/19/93 


Referred to 
Rul es 
2/11/93 


Reported 
from Rules 
with sub- 
stitute 
2/15/93 


Commi ttee 
substitute 
agreed to 
Engrossed 
Agreed to 
by House 
with sub- 
stitute by 
voice vote 
2/17/93 

















Stricken for Docket 



HB476 

HB637 

HB638 

H8643 

HB671 

HB875 

HB1029 

HB10A5 

HB1122 

HB1183 

HB1259 

HB1260 

H8K31 

HB1713 

HB1943 

HB2162 

HB2266 

HB2300 

HJR687 
SB380 



Retirement benefits for consultant (Appropriations 1/21/93) 

Three-six month voluntary leave (Appropriations 1/21/93) 

Removes penalty for early retirement (Appropriations 1/21/93) 

Definition of "public body" (General Laws 1/13/93) 

Virginia Higher Education Trust Fund (Education 1/18/93) 

Sealed adding for construction (General Laws 1/13/93) 

Historic district designation (General Laws 1/13/93) 

Health Care Act re: Financial Aid (Education 1/18/93) 

Establishment of College tuition savings accounts (finance 1/20/93) 

Consecutive hours of residents (Health, Welfare t Institutions 1/19/93) 

Drug pricing (Health, Welfare I Institutions 1/26/93) 

Health insurance plan (Health, Welfare and Institutions 1/26/93) 

Creates the Virginia Technology Council as executive body (General Laws 1/25/93) 

Publish hours of part-time employees (General Laws 2/1/93) 

Requires submission of capital project plans (Counties, Cities I Towns 2/7/93) 

Register lobbying activities (Privileges and Elections 2/3/93) 

Established the Virginia Equal Education Board and Fund (Education 2/4/93) 

Limits authority of state- level public bodies to procure professional services 

from statewide elected officers (Privileges and Elections 2/3/93) 

Marketing and tax implications of prepaid tuition program (Finance 2/3/9371 

Vees-Child care licensure (Health, Welfare & Institutions 1/19/93) 



Wo Action Taken 



KB A 7 

HB64< 

HB8S0 

HB921 

HB985 

HB1067 

H61116 



Exempts YMCA at Tech from sales tax (Finance 1/22/93) 

VRS - prohibits trustees iiivesting in comnodity futures (Appropriations 1/21/93) 

Restricts Historic Resources (Conservation t Natural Resources 1/22/93) 

Unused sick leave (Appropriations 1/21/93) 

Acup'^'.iure detoxification training center (Education 1/18/93) 

Lice ied veterinary on duty (Health, Education & Welfare 2/22/93) 

Growth of private enttrpritt/ditcourage unfair competition (General Laws 1/22/93) 
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ml rolatod bills 



FINAL EDITION 



Anne Pratt • <80A) 225*2629 

Frances Bracfford - (80^) 22S*2613 
Pawla Landrui * (804) 225-2632 



HB1292 

HB1373 

HB1783 

HB1874 

HB2343 

HB2373 

HB2403 

HJR570 

SB332 

SB543 

SB550 

SB583 

SB674 

SB793 

SB827 

SB830 

SB835 

SB945 

SB953 

SB1043 

SB1038 
SJR276 
SJR318 
SJR344 



Sales and Use tax exemption (Finance 2/5/93) 
Exenpta GNU f rooi local property taxes (Finance 2/5/93) 
Allows transfer of funds to general fund (Finance 2/9/93) 
Statistics on agency's net gain or loss (Finance 2/23/93) 

Required preference to Virginia products (Corporations, Insurance I Banking 2/10/93) 
Virginia Public Procurtment Act (Corporations, Insurance I Banking 2/10/93) 
Fraudulently obtaining a passing grade (Courts of Justice 2/9/93) 
Meaning of term ••residence'* (Rules 2/22/93) 

Records on electronic data system to be made available (General Laws 1/22/93) 
Defines "basic research" (Finance 2/9/93) 

Bill to amer;d and reenact Chapter 893 (Appropriations 2/17/93) 

Exempts George Hason University from local property tax (Finarice 2/17/93) 

Locality which may tax student's motor vehicle (Finance 2/9/93) 

Provides in-state tuition for Nationcl Guard (Education and Health 2/9/93) 

Provides a preference in the VA Public Procurement Act (General Laws 2/9/93) 

Cofifies the toll-free stitewide hotline for fraud (General Laws 2/9/93) 

Determines the situs for assessment of personal property (Finance 2/9/93) 

Establishes the Virginia Education Assistance Program (Education and Health 2/9/93) 

Prohibits the expenditure of state funds on construction projects (2/22/93) 

Prohibits the Dir. -Dept. of Historic Resources from nominating property (Agriculture, Conservation 
and Natural Resources 2//9/93) 

Deals with the Commonwealth's acquisition of real estate by lease (General Laws 2/9/93) 
Requests SCHEV to review the use of discretionary aid funds (Rules 2/9/93) 
Sub-conmittee to study need for academic preparation (Rules 2/10/93) 
Sub-committee to study need for academic preparation (Rules 2/1D/93) 



Passed by Indefinitely 



HB88 

HB240 

HB593 

HB824 

HB1U3 

HB1255 

HB1539 

MB 1853 

HB1863 

HB1666 

HB2402 

HB2228 

HB2331 

HJR608 

SB265 
.SB278 
SB30S 
SB330 



Allocates 30% of lottery profits (Appropriatioits 1/20/93) 

Allocates 50X of lottery profits (Appropriations 1/20/93) 

Provides for distribution of X of lottery profits (Appropriations 1/20/93) 

State lottery revenues (Appropriations 1/20/93) 

Appropriation of state lottery profits (Appropriations 1/20/93) 

Purchase of prior service credit (Appropriations 2/5/93) 

Removes early retirement penalty (Appropriations 2/5/93) 

Unused sick leave credited towards years of service (Appropriations 2/5/93) 

Allows VRS members to purchase additional service (Appropriations 2/5/93) 

Allows credit for unused sick leave (Appropriations 2/5/93) 

Establishment of College tuition savings account (Finance 2/3/93) 

Ratio of in-sta':e Ir out-state students (Education 2/5/93) 

Requires fees collected be applied for purpose fees collected (Appropriations 2/5/93) 
Creates seven-member legislative study committee for printing and 
publishing standards (Rules 2/6/93) 

Annual continuing education requirements (Education ( Health 1/22/93) 

Retirement benefits (Finance 1/22/93) 

Established the VA Privatization Board (Finance 1/22/93) 

Tax refund designated for VA Center on Aging (Finance 1/22/93) 



Defeated 

HB1586 • 
HB2056 • 
SB963 



Registration of lobbying activities (Privileges and Elections 2/6/93) 
Requires continued medical coverage (Corporations, Insurance I Banking 2/7/93) 
Payroll Deduction (by Senate 19-Y. 21 -N; 2/9/93) 



ERLC 
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